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Corrections for Volume LX! 


The Editor of the BULLETIN wishes to call attention to the following errors 
in Volume LXI: 


September 22, p. 257: The footnote is incorrect. Under Secretary Richardson 
made the address before a luncheon meeting of the International Studies 
Association. 

November 24, p. 458: Mr. Phillips’ title in the footnote is incorrect. He 
was Alternate U.S. Representative to the General Assembly. 

p. 459: Mr. Coleman’s title in the footnote is incorrect. He was Alternate 
U.S. Representative to the General Assembly. 

December 15, p. 541, President Nixon’s statement of November 25 on chemi- 

cal and biological defense policies and programs should be corrected as follows: 








The first sentence of the paragraph beginning at the bottom of the first 
column should read: ‘‘Consonant with these decisions, the administration will 
submit to the Senate, for its advice and consent to ratification, the Geneva 
protocol of 1925, which prohibits the first use in war of ‘asphyxiating, poisonous 
or other gases and of bacteriological methods of warfare.’ ”’ 


The following two closing paragraphs should be added: 

“Neither our association with the convention nor the limiting of our program 
to research will leave us vulnerable to surprise by an enemy who does not 
observe these rational restraints. Our intelligence community will continue to 
watch carefully the nature and extent of the biological programs of others. 

“These important decisions which have been announced today have been 
taken as an initiative toward peace. Mankind already carries in its own hands 
too many of the seeds of its own destruction, By the examples we set today, we 
hope to contribute to an atmosphere of peace and understanding between 
nations and among men.” 
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Commission members named, 
590 


U.S._Japan Joint Committee on 
Cultural and Educational Co- 
operation, meeting, 93 

Customs: 

ATA carnet for temporary admis- 

sion of goods, convention 


os with annex, Poland, 
236 


Commercial samples and advertising 
material, international conven- 
tion (1952) to facilitate impor- 
tation of, Mauritius, 311 

Containers, customs convention 
(1956) with annexes and pro- 
tocol of signature: Malawi, 18; 
Mauritius, 311 

Customs Cooperation Council, con- 
vention (1950) establishing, 
Paraguay, 435 

Customs tariffs, convention (1890) 
re international union for pub- 
lication of, and protocol modi- 
fying, Ireland, 387 

Professional equipment, convention 
(1961) on temporary importa- 
tion, with annexes A, B, and C: 
Germany, Poland, 236 

TIR carnets, convention (1959) on 
international transport of goods 
under cover of, Israel, 574 

Touring, convention (1957) on cus- 
toms facilities for, Mauritius, 
363 

Cyprus, U.N. peacekeeping force, U.S. 
support (Rogers), 83 


Czechoslovakia: 
Ambassador to U.S., credentials, 379 
Cotton textile agreement with U.S., 
326 


Soviet intervention in: Richardson, 


28; Rogers, 203, 394 
Treaties, agreements, etc., 79, 120, 
276, 295 
D 
de Roulet, Vincent, 328 
Debts, German external debts, agree- 
ment re arbitration (1969): 


France, Germany, U.K., U.S., 363 
Decolonization, U.N. role (Yost), 488 
Defense, national (see also Collective 

security and Mutual defense) : 

Armament sufficiency (Rogers), 465 
Chemical and biological warfare 
(Nixon), 541 
Safeguard ABM system (Nixon), 5 
Democracy and democratic principles: 

Meyer, 22; Nixon, 371; Rocke- 

feller Report, 514 
Denmark, treaties, agreements, 

198, 236, 387, 407 
DePalma, Samuel, 191, 336, 374 
Derge, David R., 590 
Derthick, Lawrence (Richardson), 73 
Diaz Ordaz, Gustavo, 278, 279 
Dicks, Randy J., 371, 372 
Dillard, Hardy C., 218 
Diplomatic relations and recognition: 

Bolivia, U.S. relations resumed, 378 
Cambodia, U.S. relations resumed: 
43; Rogers, 41 
Hungary, U.S. Embassies, 
14 


etc., 


staffing, 


Libya, U.S. relations continued, 281 
Southern Yemen, U.S. relations ter- 
minated, 420 
Vienna convention (1961) on: Italy, 
103; Kuwait (wit. reserva- 
tion), 255 
Optional protocol re compulsory 
settlement of disputes, Mauri- 
tius, 276 
Diplomatic representatives abroad. See 
Foreign Service 
Diplomatic representatives in the U.S., 
credentials: Austria, 64; Barba- 
dos, Congo (Kinshasa), Czechos- 
lovakia, 379; Dominican Repub- 
lic, 352; Greece, 550; Iceland, 
Iran, 379; Luxembourg, 352; 
Mali, Netherlands, 379; Rwanda, 
Sierra Leone, 352; Thailand, 379; 
Venezuela, 352 
Disarmament (see also Arms Control 
and Disarmament Agency, and 
Nuclear weapons): Ceausescu, 
170; NAC, 629; Nixon, 65; Yost, 
600, 605 
SALT talks. See Strategic arms lim- 
itations talks 
U.N. role: DePalma, 375; 
365; Yost, 487 
Disaster relief (Rogers), 83 
Chad, 403 
Disraeli: 588 (quoted); Richardson, 
+ 


Leonard, 


Dobrynin, Anatoliy F. (Rogers), 44, 
202 
Dominica, U.S. Special Representative 


(Donovan), designation, 295 
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Dominican Republic, Ambassador to 
U.S., credentials, 35 

Dona Mercedes (Ferguson), 14 

Donovan, Eileen R., 120, 295 

Double taxation, conventions and 
agreements for the avoidance of 
(Nixon), 386 

Netherlands, 104 

Draper, Theodore (quoted), 28 

Draper, William H., 484 

DuBridge, Lee A., 338, 590 


E 


East-West relations: 213; Ceausescu, 
168, 170; NAC, 627, 629; Nixon, 
112, 171, 211; Richardson, 259, 
587, 624; Rogers, 42, 44, 64 
Romanian visit of President Nixon, 
effect (Richardson), 50 
SALT talks, question of effect 
(Rogers), 393 
Soviet position (Rogers), 64 
ECAFE (Economic Commission for 
Asia and the Far East): Green, 
446 
Ecology. See Environmental problems 
and control 
Economic and. Social Council, U.N.: 
Arab-Israeli conflict (Yost), 307 
Documents, lists, 78, 295, 430, 491 
Dr. DuBridge, meeting with, 339 
Educational programs (Black), 381 
Executive Board, U.S. member 
(Gore), nomination, 343 
Economic and social development (see 
also name of country): Nixon, 
300, 412; Rogers, 81 
Less developed countries. See Less 
developed countries 
Economic Commission for Asia and the 
Far East (Green), 446 
Economic policy and relations, U.S. 
domestic: 92; Richardson, 28 
Anti-inflation efforts; 122, 214, 557; 
Kennedy, 354; Nixon, 559 


Foreign investment contributions 
(Braderman), 359 
Ecuador: 


Fisheries conference, 216, 217 
Treaties, — etc., 104, 236, 
Education "(see ‘also Cultural relations 
and programs; and Educational, 
scientific and cultural materials) : 
Black, 380; Haile Selassie, 89; 
Richardson, 72; Seaborg, 330 
China, American Embassy School at 
Taichung, agreement, 328 
Instructional TV, India—U.S. agree- 
ment, 334 
Latin America (Rockefeller Re- 
port), 529 
Philippines, agreement re use of Spe- 
cial Fund for Education, 312 
Trust Territory of the Pacific: Borja, 
229; Johnston, 224, 233; 
Nimwes, 230 
U.S.—-Japan Conference on Cultural 
and Educational Interchange, 
proposed, 93 
Educational and Cultural Affairs, U.S. 
Advisory Commission on, Inter- 
national, U.S. members named, 
590 
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Educational, scientific, and cultural 
materials, importation agreement 
(1950) with protocol: Mauritius, 
327; Singapore, 198 

Edwards, Augustin E. (Nixon), 409 

Egypt. See United Arab Republic 

Ehrlich, S. Paul, Jr., 491 

Eighteen Nation Disarmament Com- 
mittee: 

Multilateral disarmament negotia- 
tions (Nixon), 65 

Seabed arms control proposals: 
DePalma, 338; Johnson, 192 

Eisenhower, Dwight D.: Kiesinger, 
212; Nixon, 329 (quoted), 372; 
Trudeau, 69 

Eisenhower Fellows (Nixon), 372 

Eliot, Theodore L., Jr., 200 

Eminescu, Mihai (quoted), 172 

Emperor Haile Selassie I: 86, 87, 89, 
91; Nixon, 88; Richardson, 96 

Environmental problems and control 
(see also Pollution): NAC, 627; 
Nixon, 107, 301; Seaborg, 352; 


Yost, 449 
International Symposium on Remote 
Sensing of Environment 
(Yost), 377 


NATO Committee on Challenges of 
Modern Society: Moynihan, 
416; NAC, 627, 629 

U.S. Representative (Moynihan), 
designated, 451 

U.N. role: DePalma, 376; Nixon, 
300; U Thant (quoted), 450 

U.S.—France scientific cooperation 
talks continued, 590 

Equatorial Guinea, U.S. Ambassador 

(Hoffacker), confirmation, 576 

Erickson, Elden B., 43 

ESRO (European Space Research Or- 
ganization): 339; Astin, 37 

Esterline, John H., 93 

Ethiopia: 

Geneva conventions (1949) re 
treatnient of prisoners of war, 
wounded and_ sick, armed 
forces, and civilians in time of 
war, 407 

U.S. visit of Emperor Selassie, 86 

Europe (see also European Economic 

Community, European Free 

Trade Association, and individual 

countries) : 

Collective security conference, pro- 
posed: Richardson, 259, 587; 
Rogers, 624 

Eastern (see also East-West rela- 
tions) : 

Foreign Relations of the United 
States, 1946, Volume VI, East- 
ern Europe; The Soviet Union, 
released, 388 

Germany, relations: NAC, 629; 
Rogers, 545, 624 

U.S. economic relations. See East- 
West relations and Trade 

Foreign Relations of the United 
States, 1946, Volume V, The 
British Commonwealth; West- 
ern and Central Europe, re- 
leased, 60 

Unification: 214; Ceausescu, 170; 
Richardson, 587; Rogers, 623, 
625 


Furope—Continued 
Visit of Dr. DuBridge, 338 
Western, U.S. relations and role: 
Nixon, 172; Rogers, 622 
European Economic Community: 339; 
ee Report, 528; Rogers, 
6 
Agricultural policy (Samuels), 571 
Membership increases, need for 
(Great Britain, Scandinavia, 
Ireland): Gilbert, 567; Sam- 


uels, 571 
European Free ‘Trade _ Association 
(Samuels), 570 


European Space Research Organiza- 
tion: 339; Astin, 37 

Executive orders, Intellectual Property 
Bureaux granted organizational 
immunities (11484), 421 

Executive Service Corps, International 
(Rockefeller Report) , 526 

EXPO 67 (Nixon), 70 

EXPO 70: 124; Nixon, 553, 554 

Export-Import Bank: 


Nuclear power plant financing 
(Buffum) , 638 
U.S._Germany offset agreement 


talks concluded, 92, 214 
U.S.-Spain agreement on credits, 
text of note, 16 
Exports (see also commodities by 
name; Export-Import Bank; Im- 
ports; Tariffs and trade, general 
agreement on; and Trade): 
Latin America: Meyer, 632; Nixon, 
411; Rockefeller Report, 520, 
Jhdy B04 
USS.: 
Agricultural products (Samuels), 
570 


Restrictions on: 379; Gilbert, 
565; Nixon, 559, 562; Sam- 
uels, 570 

F 


Fairhall, Allen, 186 
Falcam, Leo (Phillips), 221 
Family of Man Award, 394n 
Farland, Joseph S., 328 
Farley, Philip J.: 66; Rogers, 390 
Farrington, Elizabeth: Johnston, 225; 
Phillips, 221 
Fascell, Dante B., 304, 454 
Faunce, Anthony, 464 
Ferguson, C. Clyde, Jr.: 14, 97; Rich- 
ardson, 94; Rogers, 48, 51, 469 
Finger, Seymour M., 641 
Finland, treaties, agreements, etc., 295, 
343, 407, 574 
Finn, Richard B., 93 
Fish and fisheries: 
Chile—Ecuador—Peru—U.S. fisheries 
conference, 216, 217 
Treaties; agreements, etc. : 
Conservation of Atlantic tuna, in- 
ternational convention (1966), 
U:S., 363 
High seas, fishing and conserva- 
tion of living resources, conven- 
tion (1958) on the, Kenya, 79 
North Atlantic fishing operations, 
convention (1967), with an- 
nexes: Iceland, 120; U.S., 407, 
574 
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Fish and fisheries—Continued 

North Atlantic fishing operations— 
Continued 

Northwest Atlantic fisheries, pro- 

tocol to international conven- 

tion (1969) re panel member- 

ship and regulatory measures: 

Canada, Denmark, France, 387; 

Germany, 363 ; Iceland, 492; 


Italy, Norway, Poland, 387; 
Soviet Union, 616; Spain, 387; 
U.K., US., 363 


Trust Territory of the Pacific: John- 
ston, 225; Phillips, 222 
Food Aid Convention: 
France, 435 
Luxembourg, 343 
Food and Agricultural Organization, 
U.N.: Black, 381; Phillips, 286 
Food and population crisis (see also 
Population): DePalma, 376; 
Nixon, 105, 112; Rogers, 117; 
Schultz, 453; Yost, 449 
Latin America (Rockefeller Report), 
53 
U.N. role in alleviating: Nixon, 
301; U Thant (quoted), 450 
Food for Peace program (Rockefeller 
Report), 535 
For Free Men in a Free World—A 
Survey of Human Rights in the 
United States, released, 408 
Foreign aid programs, U.S. (see also 
Alliance for Progress) : 
Appropriations requests FY 1970 
Rogers), 81, 116, 593 
GNP, percent of (Rogers), 85, 594 
Principles, objectives, and policy: 
DePalma, 376; (Rockefeller 
Report), 522 
Foreign aid programs of other coun- 
tries: 
Canada, 39 
China (Rogers), 184 
Japan (Green), 446 
Foreign policy, U. 'S.: 
Congressional documents relating to, 
lists, 75, 219, 251, 424, 636 
Foreign aid programs, relationship: 
284; Rogers, 84, 116, 594 
Principles, objectives, and policy: 
Nixon, 3; Richardson, 27, 72, 
207, 257 
Responsibilities: Rockefeller Report, 
509; Rogers, 577 
Review (Kennedy), 353 
Foreign Relations of the United States. 
See Publications 
Foreign Service: 
— and designations, 115, 


Director General (Burns), desig- 
nated, 200 
se in overseas personnel, 92, 
1 


Foreign students in the U.S., meeting 
with President Nixon (Nixon), 


111 
Fox, Lawrence A., 460, 592 
France: 
Arab-Israeli conflict, four-power 


talks resumed, 630 
—"* treaty talks with U.S., 


Monetary problems (Kennedy), 355 


Scientific cooperation with U.S.: 
590; Paine, 309 
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France—Continued 
Treaties, agreements, etc., 
363, 387, 435, 492, 616 
Visit of Dr. DuBridge, 339 
Visit of Secretary Rogers, 625 
Franklin, William M., 247 
Freedom of speech: Hauser, 
Rogers, 581 
Freeth, Gordon, 186 
Freymond, Jacques (quoted), 323, 474 
Frishman, Robert (quoted), 282, 324, 
473, 474 


Frost, Robert (Trudeau), 69 
Fukuda, Shoichi, 420 


18, 236, 


471; 


G 
Gandhi, Mahatma (Nixon), 161 
General Assembly, U.N.: 
Documents, lists of, 59, 255, 295, 
429, 491 


Resolutions: 
Korea, unification: Buffum, 609; 
text, 615; Whalley, 610, 613 
Portuguese territories, 642n 
Representation of China, 479 
25th anniversary, 490 
24th session, agenda, 383, 460 
U.S. delegation, confirmation, 304 
Viet-Nam prisoners of war, situation 
Yi to attention of (Hauser), 
Geneva accords. See Cambodia, Laos, 
and Viet-Nam 
Geneva conventions ( 1949) relative to 
the treatment of prisoners of war, 
wounded and sick, armed forces, 
and civilians in time of war (see 
also Viet-Nam: Prisoners of 
war): Hauser, 472 
Current actions: Costa Rica, Ethi- 
opia, 407 
Senate resolution, 210 
Germany, reunification: 214; NAC, 


Germany, Federal Republic of: 


Apollo 11 project, cooperation 
(Paine), 309 
Chancellor Brandt, election 


(Nixon), 415 

Nuclear nonproliferation treaty, sig- 
nature: Buffum, 637; Rogers, 
545 

Treaties, agreements, etc., 79, 120, 
198, 236, 295, 363, 407, 574, 
575, 616 

U.S. Ambassador (Rush), confirma- 
tion, 

U.S.German “hot line”, 213 

U.S.—German offset agreement con- 
cluded, 92, 214 

US. of Chancellor Kiesinger, 


Visit of Secretary Rogers, 625 
Ghana, treaties, agreements, etc., 18, 


Gilbert, Carl J., 38, 124, 564 
Gore, Louise. 343 
Gottschalk, JohnS., 420 
Grains, international grains arrange- 
ment (1967), with annexes: 
Current actions: Austria, 59; 
France, 435; Lebanon, 59; 
Luxembourg, 343; Venezuela, 
59 
Wheat marketing developments, 38 


Great Lakes, pollution, 40 
Greece (Rogers), 84, 595 
Ambassador to U.S. , credentials, 550 
Treaties, agreements, etc., 407, 574 
Green, Marshall, 445 
Greene, Joseph N., Ir., 200 
Greenwald, Joseph A., 120 
Grenada, U.S. Special Representative 
(Donovan), designated, 295 
Gromyko, Andrei A. (Rogers), 393 
Gruber, Karl, 64 
Guatemala (Meyer), 101 
Treaties, agreements, etc., 328, 616 
Guinea (Bissau), self-determination 
(Finger), 641 
Guinea (Conakry), agricultural com- 
modities agreement, 492 


Guyana, treaties, agreements, etc., 103, 
120 
H 
Habib, Philip C.: 208, 549-550, 620; 


Nixon, 619 
Haggerty, Patrick E., 339 
Haiti, U.S. Ambassador (Knox), con- 
firmation, 364 
Hall, John W., 93 
Hander, Philip, 339 
Hannah, John A.: 634; Rogers, 593 
Hardin, Clifford M., 38, 124 
Harkort, Guenther, 92 
Harriman, W. Averell (Nixon), 620 
Hartman, Arthur A., 200 
Hauser, Rita E., 304, 471, 475 
Health and medical research: 
Africa, smallpox vaccinations 
(Nixon), 634 
Health regulations (1969), interna- 
tional, with appendixes, entry 
into force, 198 
Latin America (Rockefeller Report), 
534 
Protein deficiencies, problem of 
(Nixon), 105 
Trust Territory of the Pacific (John- 
ston), 
U.S.-France scientific cooperation 
talks, 590 
U.S.-_Japan Cooperative Medical 
Science Committee, fifth meet- 
ing and text of communique, 


World Health Organization. See 
World Health Organization 
Hegdahl, Douglas B. (quoted) , 282 
Henderson, Douglas, 328 
Hensley, Stewart, 202 
Herman, Richard L., 558 
Heuer, Scott, Jr., 464 
Hickel, Walter J.: 38, 227 (quoted) ; 
Johnston, 225; Nimwes, 230; 
Phillips, 220, 222 
Hidayatullah, Mohammed, 159 
High seas, convention (1958) on the, 
Kenya , 79 
Hightower, ‘John, 43, 345, 390 
Historical summaries: 
Science, international cooperation 
(Astin) , 32 
U.S. Foreign Relations series (Frank- 
lin), 
Ho Chi Minh: 443; Nixon, 439; 
Rogers, 579 
Hodgson, James D., 124 
Hoffacker, Lewis, 576 
Hofstatter, Herman E., 583 
Holyoake, Keith, 186 
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Honduras: 
Limitation of exports agreement, 
643 
Swan Islands sovereignty negotia- 
tions with U.S., 550 
U.S. Ambassador (Ryan), confirma- 
tion, 364 
Hong Kong (Nixon), 144 
Visit of Secretary Rogers (Rogers), 
184 


Hongladarom, Sunthorn, 379 
Horner, Garnett D., 619 
Hoyt, James, 93 
Human rights (see also Civil rights and 
Racial discrimination): Rocke- 
feller Report, 500 
Africa: Hauser, 471; Phillips, 458; 
Yost, 252 
For Free Man in a Free World—A 
Survey of Human Rights in the 
United States, released, 408 
U.N. role (Yost), 488 
Humes, John P., 344 
Hungary: 
Embassy, agreement re establishment 
of branch office in New York, 


U.S.—Hungarian trade talks, 214 
Hurwitch, Robert A., 328 
Hydrological Organization, Interna- 

tional, convention (1967), with 
annexes: Germany (with reserva- 
tion), Japan, 79; Korea, 236; 
Netherlands, 79 


I 


IAEA. See Atomic Energy Agency, 
International 
IBRD. See International Bank for Re- 
construction and Development 
Iceland: 
—— to U.S., credentials, 
Treaties, agreements, etc., 103, 120, 
407, 492, 616 
U.S. Ambassador (Replogle), con- 
firmation, 80 
ICRC. See under Biafra, Nigeria, and 
Viet-Nam: Prisoners of war 
ICSU (International Council of 
Scientific Unions), 33, 286 
IDA. See International Development 
Association 
IEC (International Electrotechnical 
Commission): Astin, 36 
IMCO. See Maritime Consultative 
Organization, Intergovernmental 
IMF. See Monetary Fund, Inter- 
national 
Imports (see also Exports; Tariffs and 
trade, general agreement on; 
Trade; and name of commodity): 
Commercial samples and advertising 
material, international conven- 
tion (1952) to facilitate im- 
portation of, Mauritius, 311 
Japanese import quota restrictions, 
tga, aoe 
Professional equipment, convention 
(1961) on temporary importa- 
tion, with annexes A, B, and C: 
Germany, Poland, 236 
U.S. (see also Tariff policy, U.S.) : 
American Selling Price: Gilbert, 
565; Nixon, 560; Samuels, 570 
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Imports—Continued 
ontinued 
Limitation of meat imports from 
Honduras, agreement with 
Honduras, 643 
Textiles: 39, 123; Brodie, 405; 
Johnson, 402; Nixon, 562 
India: 
Bilateral talks, second round, 403 
Economic and social development: 
335; Rogers, 83, 118, 179, 594 
Instructional TV, agreement with 
US., 334 
Treaties, agreements, etc., 40, 236, 
408 


Visit of President Nixon: 49; 
Hidaytalluh, 159; Nixon, 158, 
160 
Indonesia: 


Economic and political develop- 
ment: Green, 446; Nixon, 150; 
Richardson, 28; Rogers, 179; 
Suharto, 148 

Treaties, agreements, etc., 407, 616 

U.S. aid (Rogers), 83, 118, 594 

Visit of President Nixon: 49; 
Nixon, 147, 150, 152; Suharto, 
146, 148 

— Rogers (Rogers), 


Indus_ Basin Fund 
(Rogers), 
Industrial property: 
Convention of Paris (1883), as re- 
vised: Austria, 492; Israel, 276 
World Intellectual Property Orga- 
nization, convention (1967): 
Israel, 276; Spain, 79 
Information activities and programs: 
Apollo 11 (Paine), 309 
Cuba, American news 
closed, 335 
U.S.—Romania libraries agreement, 
196, 199 
INIS (International Nuclear Informa- 
tion System): Seaborg, 330 
Intellectual Property, United Inter- 
national Bureaux for the Protec- 
tion of (BIRPI), granted orga- 


Development 


services 


nizational immunities, Executive 
order, 421 
Inter-American Cultural Council: 


Meyer, 632; Nixon (quoted), 25; 
Rockefeller Report, 513 
Inter-American Development Bank: 
Meyer, 23, 632; Nixon (quoted), 
24; Rockefeller Report, 513 
Executive Director (Costanzo), con- 
firmation, 460 
U.S. Alternate Governor (Samuels), 
confirmation, 261 
Inter-American Development Commis- 
sion (Rockefeller Report), 526 
Inter-American Economic and Social 
Council: 634; Meyer, 631; 
Nixon, 493-494 
Ad hoc committee, establishment: 
26; Meyer, 25 
6th ee meeting: 26; Meyer, 
1 
Inter-American Press Association 
(Nixon), 409 
Inter-American Rural Development 


Corporation, proposed (Rocke- 
feller Report), 532 
Intergovernmental Oceanographic 


Commission (Phillips), 286 


International Bank for Reconstruction 
and Development: DePalma, 376; 
Green, 447; Kennedy, 353; Rock- 
efeller Report, 514; Rogers, 83 


Articles of agreement (1945): 
Southern Yemen, 343; Swazi- 
land, 328 


U.S. Alternate Governor (Samuels), 
confirmation, 261 
U.S. Executive Director (Wiecz- 
orowsk1), confirmation, 457 
International Boundary Commission, 
S. and Canada, U.S. Commis- 
sioner (Herman), named, 558 
International conferences, calendar, 
International Copyright Joint Study 
Group, meeting held, 358 
International Council of Scientific Un- 
ions: Astin, 33; Phillips, 286 
International Court of Justice, 54 
Nominations, announcement, 218 
Statute of, current actions, Swazi- 
land, 18 
International Decade of Ocean Ex- 
ploration, proposed: Johnston, 
191, 194; Phillips, 286 
International Development, Presiden- 
tial Task Force on, 284, 358 
International Development Associa- 
tion: Kennedy, 353; Meyer, 24; 
Rogers, 82 
U.S. Alternate Governor (Samuels), 
confirmation, 261 
International Executive Service Corps 
(Rockefeller Report) , 526 
International Finance Corporation, 
U.S. Alternate Governor (Sam- 
uels), confirmation, 261 
International Humanitarian Law Com- 
mission (Lodge), 282 
International Hydrological Organiza- 
tion, convention (1967), with an- 
nexes: Germany (with reserva- 
tion), Japan, 79; Korea, 236; 
Netherlands, 79 
International Labor Organization. See 
Labor Organization, International 
International monetary system: 39, 
123, 214; Kennedy, 353 
International organizations (Rockefel- 
ler Report) , 514 
Protocol annexed to universal copy- 
right convention (1952) con- 


cerning application of, Aus- 
tralia, 407 
Investment disputes, convention 


(1965) re settlement of between 
of other 


states and nationals 

states: Burundi, 492; Guyana, 
103, 120; Lesotho, 103; Mauri- 
tius, 40 


Investment guaranties, bilateral agree- 
ments with: Costa Rica, 435; 
Western Samoa, 255 

Investment of private capital abroad: 
123; Braderman, 359; DePalma, 
376; Gilbert, 568; Kennedy, 353; 
Rogers, 81, 117 

Latin America: Meyer, 25; Nixon, 
412; Rockefeller Report, 524 

Overseas Private Investment Cor- 
poration, proposed: Rockefel- 
ler Report, 511, 525; Rogers, 
82, 117 
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Iran: 
Ambassador to U:S., credentials, 379 
Treaties, agreements, etc., 199, 255, 
49 


USS. (MacArthur), 
confirmation, 312 


U.S. visit of Shah Pahlavi: 396; 
Nixon, 397, 399; Pahlavi, 398, 
399 


Ambassador 


Iraq: 
Execution of Iraqi citizens, 246 
International telecommunication 
convention (1965), 312 
Ireland, treaties, agreements, etc., 387, 
407,616 
Irving, Frederick, 364 
Israel (see also Arab—Israeli conflict) : 
Israeli air attacks on Lebanon con- 
demned: 275; Yost, 272 
Treaties, agreements, etc., 276, 328, 
387, 407, 574 
U.S. plane hijacked to Syria (Rog- 
ers), 245 
U.S. visit of Prime Minister Meir, 
318 


Italy: 
Extradition treaty negotiations with 
Treaties, agreements, etc., 40, 60, 
103, 328, 387, 407, 616 
U.S. Ambassador (Martin), confir- 
mation, 344 
Ivory Coast: 
Global commercial communication 
satellite system, agreement, 295 
U.S. Ambassador (Root), confirma- 
tion, 464 


Jamaica: 
Air Transport agreement with U:S., 


Treaties, agreements, etc., 295, 363 

U.S. Ambassador (de Roulet), con- 
firmation, 328 

Japan: 

Air transport agreement with U.S., 
573,575 

Asian economic development, role 
in: 123, 557; Green, 446; 
Rogers, 121 

Civil aviation, U.S.—Japan consulta- 
tions, 

Economic development: Green, 445, 
448; Nixon, 412, 552; Rogers, 
179, 186; Sato, 554 

Medical Science, U.S.—Japan Coop- 
erative Committee, 5th meet- 
ing, 215 

Micronesian war claims, U.S.—Japan 
agreement (Phillips), 221 

Migratory birds, discussion with 
U.S. re conservation, 420 

Okinawa. See Okinawa 

Treaties, agreements, etc., 18, 60, 

79, 104, 199, 255, 408, 574, 575 

U.S.—Japan Conference on Cultural 
and Educational Interchange, 
proposed, 93 

U.S.Japan Joint Committee on 
Cultural and Educational co- 
operation, meeting, 93 

U.S.-Japan joint labor studies, 123 

U.S.—Japan Panel on Transportation 
Research, proposed, 124 
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Asian economic development—Con. 
U.S.—Japan space cooperation agree- 
ment concluded: 195; Rogers, 
195 
U.S.—Japanese relations (Johnson), 


U.S. trade: 122, 338, 379, 557; 
Johnson, 401-402 ; Rogers, 121, 
186 

U.S. visit of Prime Minister Sato 
(Sato), 551, 553, 555 

Visit of President Nixon, 49 

Visit ceed Rogers (Rogers), 
17 


Visit of U.S. astronauts: Nixon, 551; 
Sato, 553 
Jarring, Gunnar: Rogers, 41; Yost, 


> 


Jerusalem: 
Al Aqsa Mosque, damage to: 245; 
Yost, 307 


Status of: 78; Yost, 76, 77 

Jessup, Philip C., 219 

Johnson, Joseph E., 304 

Johnson, U. Alexis, 191, 215, 401 

Johnston, Edward E.: 223, 233; Phil- 
lips, 221 

Jones, William B., 364 

Jordan, international civil aviation 
convention (1944), protocol on 
authentic trilingual text, 363 

Jova, Joseph J., 80 

Judicial procedures, service abroad of 
judicial and extra-judicial docu- 
ments in civil or commercial mat- 
ters, convention (1965); Den- 
mark, 198; Finland, 343; Norway, 
Sweden, 198 


K 


Kalb, Marvin, 49 
Kaminstein, Abraham L., 358 
Kaul, T. N., 403 
Kennedy, David M., 38, 353, 625 
Kennedy, John F. (quoted), 438 
Kennedy, Robert (Richardson) , 28 
Kenya: 

Law of the sea conventions (1958), 


U.S. Ambassador (MclIlvaine), con- 
firmation, 312 
Kiernan, Owen (Richardson) , 72 
Kiesinger, Kurt Georg, 211, 213 
King, Martin Luther (Coleman), 459 
Knight, Ridgway B., 80 
Knox, Clinton E., 364 
Korea: 
Reunification: 615; Buffum, 609; 
Whalley, 610, 613 
U.N. peacekeeping efforts, 555, 607 
Korea, North: 
DMZ violations. See Korea, Repub- 
lic of: North Korean infiltra- 


tion 
U.S. helicopter crew, release: 583; 
Yost, 606 
U.S. travel restrictions extended, 362 
Korea, Republic of: 


Economic and political develop- 
ment: 243; Green, 446; Nixon, 
144, 237, 239, 240, 412; Park, 
241; Rogers, 179, 186; Whal- 
ley, 612 

Military and other aid to Viet-Nam: 
243; Nixon, 238, 239, 619 


Korea, Republic of—Continued 

North Korean infiltration and ag- 
gressive actions: 243; Nixon, 
237; Park, 241; Whalley, 611; 
Yost, 606 

Treaties, agreements, etc., 198, 236, 
295, 407, 616 

U.S. aid (Rogers), 83, 84, 118, 594, 
595 

U.S. visit of President Park, 237 

Visit of President Nixon, 49 

Visit or Rogers (Rogers), 
1 


Kraft, Joseph, 345 
Kulkanthorn, Chalit, 152 
Kurile Islands (Phillips) , 232 
Kurokawa, Toshio, 215 


Kuwait: 
Treaties, agreements, etc., 120, 255, 
295, 407 
U.S. Ambassador (Walsh), con- 


firmation, 328 
Kuznetsov, Vasily V. (Rogers), 392 


L 
Labor: 
Adjustment assistance and escape 
clause provisions: Gilbert, 565, 
- Nixon, 560, 561; Samuels, 


Latin America (Rockefeller Re- 
port), 504, 505, 521, 530 

U.S.—Japan Joint Study of Employ- 
ment, 123 

Labor Organization, International: 

Convention (no. 53) re minimum 
requirement of professional ca- 
pacity for masters and officers 
on board merchant ships, Israel, 
407 

Convention (no. 58) fixing mini- 
mum age of children for em- 
ployment at sea (1936), South- 
ern Yemen, 198 

90th anniversary (Schultz), 452 

Training and educational programs 
(Black), 381 

Labouisse, Henry R. (Black), 643 

LaFontant, Jewel, 590 

Laird, Melvin R.; 45, 625; Nixon, 440 

Land-locked states, convention (1965) 
on transit trade of: Lesotho, 
Swaziland, 18 

Laos: 

Communist presence and influence: 
ANZUS, 187; Habib, 209; 
Lodge, 31, 114, 115, 245, 316, 
351; Nixon, 314, 620; Richard- 
son, 587; Rogers, 203; Thieu, 
157; Walsh, 7 

U.S. commitment and aid, nature 
of: Nixon, 115, 314, 620; 
Rogers, 44, 46, 83, 206, 580 

Latin America: 

Catholic Church, role (Rockefeller 
Report), 504 

Communism in: Meyer, 101; Nixon, 
413; Rockefeller Report, 505, 
506, 516, 537, 538 

Consensus of Vina del Mar: 26; 
Lleras, 12; Meyer, 21, 24, 634 

Economic and social development: 
Dec. of Port-of-Spain, text, 26; 
Lleras, 12; Meyer, 22, 101, 
632; Nixon, 105, 262, 417; 
—— Report, 501, 506, 
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Latin America—Continued 
Health programs (Rockefeller Re- 
port), 536 
Labor (Rockefeller Report), 528, 
530 


Nuclear-free area (Yost), 600 
Political development and problems 
(Rockefeller Report), 502, 506 
Private investment, role: Meyer, 25, 
633 ; Nixon, 412 
Regional economic integration: 
Meyer, 632; Nixon, 411, 412, 
493; Rockefeller Report, 512 
Trade policies and problems: Meyer, 
24, 632; Nixon, 410, 411; 
Rockefeller Report, 501, 519, 
520, 522 
aid: Meyer, 24, 100, 633; 
Nixon, 410, 413, 493; Rock- 
efeller Report, 522; Rogers, 594 
Appropriations request FY 1970 
(Rogers), 83 
U.S. relations, policy, and role: 
Lleras, 11; Meyer, 21; Nixon, 
303, 409; Rockefeller Report, 
501, 507, 509, 514, 518; 
Rogers, 203 
of Governor Rockefeller: 
Meyer, 23; Nixon, 4, 22, 303, 
315; Rogers, 203 
Advisers: 498; Rockefeller, 496 
Demonstrations during: Nixon, 
5; Rockefeller, 497 
Rockefeller Report: Meyer, 631; 
Nixon, 493; Rockefeller, 495 
Preamble (Rockefeller), 499 
Text, 501 
Latin America, U.S. Council for 
(Rockefeller Report), 526 
Latin American Free Trade Associa- 
tion: Nixon, 412; Rockefeller Re- 
port, 512 
Laurent, Pierre, 590 
Law of the sea, conventions (1958): 
Leonard, 366 
Accession, Kenya, 79 
Lebanon: 
Israeli air attacks: 275; Yost, 272 
Treaties, agreements, etc., 59, 3&7 
Leestma, Robert C., 95 
Leonard, James E., 365, 425, 480 
Lesotho, treaties, agreements, etc., 18, 
103 


US. 


Visit 


Less developed countries: 
Agriculture. See Agriculture 
Economic and social development: 
DePalma, 375; Nixon, 105; 
Rogers, 84, 116 
UNIGEF role (Black), 642 
Marine research, interest in (John- 
son), 192 
Nuclear technology, benefits: Buf- 
fum, 637; Yost, 602 
Trade development and problems: 
39, 123; Meyer, 24, 632; Nixon, 
494, 560; Rockefeller Report, 
520 
U.S. aid: Meyer, 23; 
Rogers, 81, 116 
Youth, role (Black), 381 
Lewis, Verne B., 331 
Liberia: 
Tonnage measurement of ships, con- 
vention (1969) on, 407 
U.S. Ambassador (Westerfield), 
confirmation, 80 


Nixon, 106; 
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Libya: 
U.S. Ambassador 
firmation, 80 
Universal Postal Union Constitution 
(1964), 295 
U.S. diplomatic relations continued, 
281 
Linder, Harold F., 38 
Lisagor, Peter, 3, 314 
Lleras Restrepo, Carlos: 9, 
Meyer, 21 
Load lines: 
International! 


(Palmer), 


con- 


i, §3: 


convention (1933) 
with final protocol and an- 
nexes, denunciations: Australia, 
Czechoslovakia, Finland, Ger 
many, Korea, Kuwait, Norway, 
South Africa, Turkey, U.A.R., 
295; U.K., U.S., 198 


International convention (1966), 
current actions: Brazil, 343; 
Czechoslovakia, 79; Korea, 


198; Poland, Southern Yemen, 
79 


/ 
Lodge, Henry Cabot: 578; Rogers, 
206, 349 
News briefing, transcript, 548 
Resignation as head of U.S. delega- 
tion to Paris: 549; Lodge, 548, 
550; Nixon, 550 
Statements, 29, 52, 62, 91, 113, 124, 
188, 189, 244, 281, 303, 316, 
333, 350, 369, 395, 414, 444, 
468, 546, 547, 549, 588 
Loepke, Malcolm, 583 
Lord Keynes (quoted), 27 
Lunar exploration. See Outer space: 
Apollo 11 
Lusaka Manifesto of East and Central 
African States, cited, 56 
Luxembourg: 
Ambassador to U.S., credentials, 352 
Treaties, agreements, etc., 18, "199. 


343 
Lydman, pam Waste 


M 


MacArthur, Douglas II, 312 

MacLeod, Colin, 215 

Macomber, William B., Jr., 344 

Magnusson, Magnus V., 379 

Mahatma Ghandi (Coleman), 459 

Malagasy Republic, treaties, agree- 
ments, etc., 387, 

Malawi, customs convention (1956) on 
containers, 18 


Malaysia: 

Economic development: Nixon, 
412; Rogers, 179 

U.K. armed forces, withdrawal 


(ANZUS), 187 
Ambassador (Lydman), 
firmation, 312 
Maldive Islands, international regula- 
tions for preventing collisions at 
sea (1960), 255 
Mali: 
Ambassador to U.S., credentials, 379 
Nuclear weapons nonproliferation 
treaty (1968), 103 
Malta: 
Treaties, agreements, etc., 40, 79 
U.S. Ambassador (Pritzlaff), 
firmation, 80 
Marcos, Ferdinand E., 141, 144 


con- 


USS. 


con- 


Marine science: 
Commission on Marine Science, En- 
gineering and Resources ( John- 
son), 193 
Seabed, exploration and _ exploita- 
tion: DePalma, 377; Johnson, 
191; Leonard, 365; McKelvey, 
287; Phillips, 285; Yost, 605 
U.S.-France scientific talks contin- 
ued, 590 
Maritime Consultative Organization. 
Intergovernmental: 460; Phillips, 
286 
Maritime matters. See Ships and ship- 
ping 
Marriage, convention (1964) on con- 
sent, minimum age, and registra- 
tion of marriages: Austria, 435; 
Germany, 198; Trinidad and 
Tobago, 435 
Martin, Graham A., 323, 344 
Mauritania, international telecommu- 
nication convention (1965), 387 
Mauritius, treaties, agreements, etc., 
40, 103, 236, 276, 295 (with reser- 
vation), 311, 312, 327, 328, 344, 
363 
Mayer, Jean, 48 
mec. John S., Jr.: 
177 


McCloskey, Robert J.: 
ers, 46 
McComie, Valerie T., 379 
McCracken, Paul W., 38, 124 
McIlvaine, Robinson, 312 
McKelvey, Vincent E.: 287, 290; Phil- 
lips, 286 
McKernan, Donald L., 191, 216, 420 
McLaren, Richard W., 491 
Meeker, Leonard C., 120 
Meir, Golda, 318, 320, 322 
Mekong River (Green) , 446 
Melady, Thomas Patrick, 464 
Meteorological research: 
Bilateral agreements with: Ecuador, 
643; India, 236 
Swan Islands, 550 
U.S.-France scientific cooperation 
continued, 590 
World Meteorological Organiza- 
tion: Astin, 36; Phillips, 286 
Convention (1947), Mauritius, 


282; Rogers, 
103, 362; Rog- 


Mexico: 
Amistad Dam dedication ceremony: 
Diaz Ordaz, 278, 279; Nixon, 
277, 279, 280 
Apollo 11 astronauts, visit: Diaz 
Ordaz, 279; Nixon, 28 
Chamizal: Diaz Ordaz, 278; Frank- 
lin, 251 
Treaties, agreements, etc., 18, 80 
Meyer, Armin H., 124 
Meyer, Charles A., 21, 100, 215, 631, 
634 
Meyer, Francis G., 344 
Micronesia. See Trust Territory of the 
Pacific 
Military assistance (Richardson), 258 


Appropriations requests FY 1970 
(Rogers), 84, 118, 595 
Latin America, U.S. policy: Meyer, 


100; Rockefeller Report, 516, 
517 

U.S.—Spain agreement, text of note, 
15 
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Military bases, Trust Territory of the 
Pacific (Phillips) , 232 
Military mission agreement with Iran, 


l 
Minarik, Charles E., 635 
Monaco, treaties, agreements, etc., 40, 
311, 616 
Monetary Fund, International: 
Annual meeting (Kennedy), 353 
Articles of agreement (1945) : 
Swaziland, 328; Southern Ye- 
men, 345 
Asian development, role in (Green), 
44 
Special drawing rights: 38, 123, 
214; Kennedy, 356 
US. Alternate Governor (Samuels), 
confirmation, 261 
Mongolia: 
Racial discrimination, convention 
(1965) on elimination, 312 
USS. 


recognition, question of 
(Rogers), 185 
Moore, Jonathan, 328 
Morito, Tatsuo, 93 
Morocco, agricultural 
agreement, 363 

Morrison, William L., 460 
Morse, David A. (Schultz), 453 
Moynihan, Daniel P., 261, 416, 451 
Mozambique, 59 

Self-determination (Finger), 641 
Mutual defense: 

Bilateral agreements with: Belgium, 
199; Japan, 104; Norway, 344; 
Romania, 199; Spain, 15, 18; 
U.K., 388 

U.S.—Germany (Nixon), 211 

U.S.—Japan, 556 


N 


Namibia (South West Africa) : Finger, 
641; Hauser, 471; Phillips, 458; 
Yost, 252 

Narcotic drugs: 

Convention for limiting manufac- 
ture and regulating distribution 
(1931), and protocol, Mau- 
Titius, 276 

Opium and other drugs, convention 
(1912) and final protocols 
re suppression of abuse of, 
Mauritius, 276 

Single convention (1961) on: Bel- 
gium, 464; Mauritius, 276; 
Monaco, 311; Nigeria, 60; 
Upper Volta, 363 

Additions to schedules, 
into force, 643 
— treaty modifications, 
5 


commodities 


entry 


National Aeronautics and Space Ad- 
ministration. See Communica- 
tions: Satellites and Outer 
space 

National Security Council: 92; Nixon, 
2, 304; Richardson, 257; Rocke- 
feller Report, 510; Rogers, 577 

Nationalism: Marcos, 144; Nixon, 
143, 298; Richardson, 27 

Nationality: 

Acquisition of optional protocol to 
Vienna conventions (1961), 
Italy, 105 

Double nationality, protocol (1930) 
re military obligations in cer- 
tain cases of, Mauritius, 344 
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Nationality—Continued 

NATO and the Defense of Europe, 
released, 344 

Nauru, treaties, agreements, etc., 60, 


236 
Near and Middle East (see also Arab— 
Israeli conflict and name of 
country) : 
Foreign Relations of the United 
States: Diplomatic Papers, 
1945, Volume VIII, The Near 
East and Africa, released, 19 
Foreign Relations of the United 
States, 1946, Volume VII, The 
Near East and Africa, released, 
644 
Soviet naval activity (Rogers), 205 
Nehmer, Stanley, 338 
Netherlands: 
Ambassador to USS., 
379 
Treaties, agreements, etc., 79, 104, 
311, 363, 574, 616 
U.S.—Netherlands air transport ne- 
gotiations concluded, 115 
U.S.—Netherlands tax convention 
jae to Senate (Nixon), 
38 
Visit of Dr. DuBridge, 339 
Neuman, Robert H., 460 
Neureiter, Norman, 339 
New Zealand: 
ANZUS, 19th meeting: 186; 
Rogers, 180 
Malaysia and Singapore, 
forces in (ANZUS), 187 
ae agreements, etc., 79, 295, 
8 


Visit of President Nixon, 49 
Visit . Secretary Rogers (Rogers), 
1 


credentials, 


armed 


Newly independent nations (see also 
Less developed countries): Rich- 
ardson, 28, 258 

Newman, Edwin, 345 

Newsom, David D., 80, 422 

Niger: 

Convention (1963) on offenses and 
certain other acts committed on 
board aircraft, ratification, 236 

Smallpox vaccinations (Nixon), 634 

Nigeria (see also Biafra) : 

Arms supply to (Richardson) , 96 

Four-power talks, proposed (Rich- 
ardson), 97 

OAU role: Haile Selassie, 90; 
Nixon, 280; Richardson, 96; 
Rogers, 206, 280 

Treaties, agreements, etc., 60, 435 

U.S. and other relief efforts: Black, 
635, 643; Ferguson, 14, 
Richardson, 94; Rogers, 48, 51, 
206, 280, 469 

U.S. Ambassador (Trueheart), con- 
firmation, 

Nimwes, Chutomu: 230; Phillips, 221 

Nitze, Paul: 66; Rogers, 390 

Niven, Paul, 577 

Nixon, Richard M.: 

Addresses, remarks, and statements: 

Action for progress in the Ameri- 
cas, 409 
Africa, 105, 262 
Smallpox vaccinations, 634 
Aircraft hijackings, 300 
Alliance for Progress, 22, 410 
Amistad Dam, 277, 279, 280 


Nixon, Richard M.—Continued 
Addresses, remarks, and statements 

—Continued 

Andean Common Market, 8, 412 

Apollo 11, 111, 142, 147, 150, 
166, 172, 174, 176, 301, 302 

Arab-Israeli conflict, “4, 172, 299, 
318, 322 

Arms control, 172 
MIRV tests, question of effect, 


2 
Seabed, 300 
Asia, 105, 143, 156, 164, 172, 315 
Self-determination, 154, 158, 
164 
U.S. policy and relations, 145, 
154, 158, 172, 440 
Asian Development Bank, 121, 
143 


Big-power responsibility, 298, 302, 
301, 553 

Chemical and biological warfare, 
65, 300, 541 

Communist China, 300 

East-West relations, 112, 171, 211 

Economic and social development, 


300, 412 

Eisenhower, Dwight D., 329 
(quoted ) 

Eisenhower Fellows, 372 

ENDC, 65 


Environmental control, 107, 300 

Food and population crisis, 105, 
112, 301 

Germany, 211, 415 

Indonesia, 147, 150, 152 

International cooperation, 302 

Japan, 412, 552 

Korea, 144, 237, 239, 240, 412, 
619 

Laos, 115, 314, 600 

Latin America, 105 
Rockefeller visit and report, 4, 

22, 303, 315, 409, 493 

Mexico, visit to, 279, 280 

Nationalism, 143, 298 

Nuclear comprehensive test ban 
treaty, proposed, 65 

Nuclear nonproliferation treaty, 
300, 329 (quoted), 543, 544 

OAS, 8, 410 

OAU, 86, 280 

Outer space, 300 

Peace Corps, 301, 325 

People to People program, 372 

Presidential powers, 4 


Safeguard ABM system, 5 

St. cos Seaway, 10th an- 
niversary, 67, 70 

SALT talks, 2, 65, 172, 300, 313, 
543, 618 

Science and _ technology, 25 


(quoted), 413 
SEATO, 153 
Trade, 494, 559 
U.N. Second Development Dec- 
ade, 301, 325 
U.S.—Canadian relations, 67 
Viet-Nam (for details, see Viet- 
Nam): 
Cease-fire, proposed, 3, 302, 
313, 438 
Communist infiltration levels, 
313, 315, 441, 620 
Communist responsibility, 2, 
61, 298, 439 
Congressional hearings, 314 
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Nixon, Richard M.—Continued 
Addresses, remarks, and statements 
—Continued 
Viet-Nam—Continued 
Deescalation, 617 
Economic development, 315, 
617 
Ho Chi Minh, effect of death 
of, 315 
Internationally supervised elec- 
tions, proposed, 2, 61, 155, 
302, 313, 438 
Military aid from other coun- 
tries, 238, 239, 619 
My Lai incident, 617 
National Liberation Front, 61, 
303 
Paris peace talks, 1, 61, 64 
(quoted), 155, 303, 313, 437, 
438, 619 
Peace, U.S. goal, 146, 155, 298, 
313, 373, 443 
Presidential responsibility, 371, 
618 
Self-determination, 61, 298, 
303, 314, 438 
South Vietnamese armed forces, 
155, 440, 617, 619 
South Vietnamese government, 
S$, 455, 385 
U.S. casualties, 313, 441 
U.S. military forces, with- 
drawal, conditions and tim- 
ing, 1, 62, 156, 298, 302, 313, 
438, 440, 618 
USS. policy, 3, 61, 302, 438, 440 
U.S. public opinion and morale, 
316, 371, 437, 441 
World peace, 66, 112, 161, 171, 
297, 302, 373, 414, 551, 553 
Correspondence and messages: 
Chancellor Brandt of Germany, 
election, 415 
Ho Chi Minh, to, 439; text, 445 
Inter-American Economic and 
Social Council, 6th ministerial 
meeting, 22 


International Atomic’ Energy 
Agency, 13th General Confer- 
ence, 329 


International Volunteer Corps, 
proposed, 325 

Lodge, acceptance of resignation, 
550 


Multilateral disarmament negotia- 
tions, ENDC efforts urged, 65 

OAU, 6th assembly, 280 

Peace Corps, 325 

Rockefeller visit to Latin America, 
303 


SALT preliminary talks, 543 
Viet-Nam, U.S. policy, 371 
Family of Man Award, 394n 
Foreign policy: Lodge, 350; Nixon, 
302; Richardson, 257; Rogers, 
6 


Meetings with: 

Foreign exchange students, 111 

Heads of State and officials of, 
remarks and joint communi- 
ques: Colombia, 8; Ethiopia, 
86; Germany, 211; India, 158; 
Indonesia, 148; Iran, 396; Is- 
rael, 318; Japan, 551; Korea, 
237; Pakistan, 162; Philippines, 
141; Romania, 167; Thailand, 
152; U.K., 174; Viet-Nam, 155 
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Nixon, Richard M.—Continued 
Meetings with—Continued 
Heads of State, etc.—Continued 
Messages, letters, and reports to 
Congress: 

Atlantic-Pacific Interoceanic Ca- 
nal Study Commission, 5th an- 
nual report, transmittal, 218 

Canada-—U.S. flood control pay- 
ment agreement, transmittal, 
463 

Consular convention with Bel- 
gium, transmittal, 424 

International Coffee Agreement, 
4th annual report, transmittal, 
262 

Population growth and related 
problems, 105 

Trade Act of 1969, 559 

U.S.—Netherlands tax convention, 
transmittal, 386 

News conferences, 
313,617 

Nishan—e—Pakistan medal, presenta- 
tion: Anwar Khan, 164; Nixon, 
164 

Presidential responsibilities: Lodge, 
370; Nixon, 371 

Round the world trip: Agnew, 175; 
Rogers, 179 

Schedule, 141 

Visit to Asia: 49, 141; Richardson, 
50, 185; Rogers, 42, 185 

Visit to Europe (Richardson), 168, 
260 


transcripts, 1, 


Visit to Romania: 49; Nixon, 168, 
171, 172, 173, 176; Richard- 
son, 50, 260; Rogers, 42, 206 
Nkundabagenzi, Fidele, 352 
Non-nuclear weapon states, conference 
(Buffum) , 637 
North Atlantic Council, ministerial 
meeting, Brussels; text of declara- 
tion, 628; text of final communi- 
que, 627 
U.S. delegation, 625 
North Atlantic Treaty (Rogers), 545 
Status of International Military 
Headquarters protocol on 
(1952), Germany, 574 
Status of personnel at International 
Military Headquarters, agree- 
ment (1969): Germany, Neth- 
erlands, U.K., U.S., 574 
Entry into force, 574 
U.S. and U.K. armed forces and In- 
ternational Military Headquar- 
ters, agreement (1969) re ac- 
commodation: Germany, U.K.., 
U.S., 574 
Entry into force, 574 
North Atlantic Treaty Organization: 
Ceausescu, 173; Richardson, 260; 
Rogers, 64, 622, 626 
Committee on Challenges of Modern 
Society: Moynihan, 416; NAC, 
627, 629; Rogers, 624 
U.S. Representative (Moynihan), 
451 


Environmental study, head of U.S. 
delegation (Moynihan), 261 

European security conference, pro- 
posed: Richardson, 259, 587; 
Rogers, 624 

Meeting with Dr. DuBridge, 339 

Mutual force reduction, proposed: 


NAC, 628, 629; Rogers, 623 


North Atlantic Treaty Organization— 
Continued 
Role: Finger, 642; Rogers, 400 
SALT talks, consultations proposed: 
2133 NAC, 627; Rogers, 389, 
392 
Science Committee: 
Meeting, 352 
U.S. Representative (Rabi), 352 
Special Brussels session, U.S. Repre- 
sentative (Richardson), 448 
Norway, treaties, agreements, etc., 198, 
295, 344, 387, 407, 643 
Nuclear nonproliferation treaty 
(1968): Nixon, 300, 329 
(quoted), 543; Rogers, 466; Yost, 
601 


Current actions: Austria, 40; Bul- 
garia, 276; Czechoslovakia, 
120; Germany, 575; Iceland, 
Mali, 103; New Zealand, 295; 
Switzerland, U.S., 575 

Entry into force, prospects (Yost), 
600 


Buffum, 637; 
Buffum, 


Germany, signature: 
Rogers, 545, 623 
Safeguards, IAEA role: 
639; Seaborg, 331 
Soviet position: Buffum, 637; 
ers, 393, 623; Yost, 602 
ratification: Buffum, 637; 
Nixon, 544; Rogers, 544, 623; 
Yost, 602 
Nuclear test ban treaty, comprehensive, 
— Nixon, 65; Yost, 601, 
603 
Nuclear testing, MIRV: Nixon, 2; 
Rogers, 204, 389, 391, 393 
Nuclear weapons (see also Disarma- 
ment) : 
Japan, position, 556 
Latin America, prohibition (Yost), 
600 


Rog- 
U.S. 


Nuclear arms race: 557; Rogers, 41, 
467, 623; U Thant (quoted), 
450; Yost, 449, 487, 604 

Seabed, arms limitation draft treat- 
ies: DePalma, 338, 375, 377; 
Johnson, 192; Leonard, 365, 
425; Nixon, 65, 300; Rogers, 
366; text, 367 

Revised text: 483; Leonard, 480; 
NAC, 627; Rogers, 466, 623; 
Yost, 603 


O 


Ocean Exploration, International 
Decade of, proposed: Johnson, 
191, 194; Phillips, 286 

Oceanographic Commission, Inter- 
governmental (Phillips), 286 

OECD. See Organization for Eco- 
nomic Cooperation and Develop- 


ment 

Office of Economic Opportunity 
(Nixon), 110 

Ohira, Masayoshi, 338 

Oil pollution. See Environmental 


problems and Pollution 
Okinawa: 122, 555; Nixon, 554; 
Rogers, 184, 186; Sato, 552, 555 
Olds, Glenn A., 304 
Operation Reduction (OPRED), 591 
OPIC (Overseas Private Investment 
Corporation) : Rogers, 82, 117 
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OPRED (Operation Reduction), 591 
Organization for Economic Coopera- 
tion and Development: 
Generalized trade preferences sys- 
tem, proposed: 39, 123; Meyer, 
24, 632: Nixon, 494 
Restrictive Business Practices Com- 


mittee, U.S. Representative 
(McLaren) ) and delegation, 491 
Trade committee meeting, 


Representative (Cronk), 460 

U.S. Representative (Greenwald) : 
confirmation, 120 

Organization of African Unity: Fin- 
ger, 641; Haile Selassie, 87, 90; 
Nixon, 86 

Nigerian civil war peace efforts: 
Richardson, 96; Rogers, 206, 
280 

6th annual assembly (Nixon), 280 

Organization of American States: 
Meyer, 23; Nixon, 8, 410; Rocke- 
feller Report, 513 

Charter (1948), current 
Jamaica, 295 

Council for Education, Science, and 
Culture, proposed (Rockefeller 
Report), 529 

Labor conference, proposed (Rockc- 
feller Report), 529 

Organization of American States, 
Council of, U.S. Ambassador 
(Jova), confirmation, 89 

Ortoli, Francois X., 590 

Outer space: 

Apollo 11: 122, 557; Ceausescu, 
169; Diaz Ordaz, 279; Hida- 
yatullah, 159; Marcos, 141; 
Nixon, 111, 142, 147, 150, 166, 
172, 174, 176, 301, 302; Paine, 
309: Rogers, 49. 121, 178, 185, 
195; Sato, 551, 553; Suharto, 
146, 149; Thacher, 340: Wil- 
son, 174 

Astronauts round the world trip: 
214; Diaz Ordaz, 279; Nixon, 


actions, 


280 
Liability convention, proposed: 
Blagonravov (quoted), 342: 


Thacher, 340 
Mars, Viking missions, 
(Thacher), 340 
Space research and technology: 214: 
Astin, 37; DePalma, 377; 
Nixon, 301; Thacher, 340; 
Yost, 377 
Treaties, agreements, etc.: 
Bilateral agreements with: Italy, 
40, 60; Japan, 191, 195 
Exsloeation and use of outer 
space, treaty (1967) on: 
Lebanon, 60; Netherlands, 363 
Rescue and return of astronauts 
and space vehicles, agree- 
ment (1967): Paine, 319; 
Thacher, 340 
Current actions: Iceland, 616; 
Lebanon, 60; New Zealand, 
79; South Africa, 363; Swe- 
den, 120; Syrian Arab Re- 
public, 387 
U.N. role (Nixon), 300 
Overseas Private Investment Corpora- 
tion (Rogers), 82, 117 


proposed 
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Pp 


Pahlavi, Mohammad Reza Shah, 396, 
398, 399 
Paine, Thomas O., 309 
Pakistan: 
— development and USS. 
: Rogers, 83, 118, 179, 594: 
Yahya, 165 
Treaties, agreements, etc., 104, 387, 
407, 408 
U.S. Ambassador (Farland), 
firmation, 328 
Visit of President Nixon: 49: Anwar 
Khan, 164; Nixon, 163, 164, 
165; Yahya, 162, 165 
Palmer, Joseph II, 80 
Pan American Health Organization 
(Rockefeller Report), 534, 536 
Panama: 
International whaling convention 
(1946), 18 
U.S. Ambassador (Sayre), 
mation, 312 
Paraguay: 
Treaties, agreements, etc., 
407, 435 
U.S. Ambassador (Ylitalo), confir- 
mation, 120 
Paris peace talks. See under Viet-Nam 
Park Chung Hee, 237, 239, 240, 242 
Patents. See Industrial property 
Peace Corps program: Johnston, 225: 
Nixon, 301, 325; Rockefeller Re- 
port, 536 
Bilateral agreement with Trinidad 
and Tobago, 199 
Pearson Commission: 284; Rogers, 82, 
593 
— to People program (Nixon), 
372 
Permanent Court of Arbitration, U.S. 
membership, 54 
Peru: 
Fisheries conference, 216, 217 
U.S. Ambassador (Belcher), con- 
firmation, 200 
U.S. relations (Rockefeller), 497 
Peterson, Rudolph A.: 284, 358; 
Rogers, 595 
Petty, John R., 124, 592 
Philippines: Nixon, 143; Rogers, 179 
Treaties, agreements, etc., 312, 387, 
407 
U.S. Ambassador (Byroade), 
firmation, 120 
Visit of President Nixon: 49; Mar- 
cos, 141, 144 
Phillips, Christopher H., 220, 251, 
85, 287, 293, 304, 458 
bee Herman, 54 
Pickering, Thomas, 304 
Platt, John (quoted), 418 
Podgorny, President (quoted), 468 
Poland, treaties, agreements, etc., 79, 
236, 295, 387, 407, 616 
Pollack, Herman, 191, 339 
Pollution (see also Environmental 
problems) : 
ae and water, 40 


con- 


confir- 


80, 312, 


con- 


‘Givi liability for oil pollution 
damage, international conven- 
tion (1969) : Cameroon, China, 


France, Germany, Guatemala, 
Iceland, Indonesia, Italy, 
Korea, Malagasy Re public, 


Pollution (see also Environmental )— 
Continued 
Oil—-Continued 
Civil liability, etc—Continued 
Monaco, Poland, Switzerland, 
U.K., U.S., Yugoslavia, 616 
International Legal Conference 
on Marine Pollution damage, 
U.S. Representative (Neu- 
man), 460 
Intervention on high seas in cases 
of oil pollution casualties, in- 
ternational convention (1969), 
with annex: Cameroon, China, 
France, Germany, Guatemala, 
Iceland, Indonesia, Italy, 
Korea, Malagasy Republic, 
Monaco, Poland, Switzerland, 
U.K., U.S., Yugoslavia, 616 
Prevention of pollution of sea by 
oil, international convention 
(1956), with annexes: South- 
ern Yemen, 79 
Pomeranz, Morton, 592 
Pope Paul VI (Richardson), 96 
Population growth (Nixon), 105 
Control: Black, 643; DePalma, 376; 
Nixon, 106; Rockefeller Re- 
port, 53 4; Rog rers, 81, 117 
India, 335 
U.N. Population Commission, 
U.S. Representative (Draper), 
appointment, 484 
Latin America (Rockefeller Re- 
port), 503,519 
U.S. (Nixon), 106 
Portugal: 
Civil aviation negotiations with U.S. 
concluded, 470 
Portuguese overseas territories (Fin- 
ger), 641 
Treaties, agreements, etc., 60, 103, 
119, 120, 407 
U.N. economic sanctions, proposed: 
98; Yost, 58 
U.S. Ambassador (Knight), 
firmation, 80 
Postal matters: 
Parcel post agreement with Iran, 
9 


con- 


Postal Union, Universal, constitu- 
tion (1964), with final proto- 
col: Brazil, 311; Bulgaria, 295; 
Burma, 255: Burundi. 18; Cam- 
bodia, 328; Ecuador, TO; 
Libya, Mauritius (with reser- 
vation), 295; Netherlands, 311; 
Romania, 18: Swaziland (with 
reservation), 575; Venezuela, 
387 
Postal Union of the Americas and 
Spain, convention (1966) and 
parcel post agreement (1966), 
with final protocols, Brazil, 236 
s otter, Philip, 4, 314 
Prisoners: 
China, Communist (Rogers), 186 
Geneva conventions (1949) relative 
to treatment of prisoners of 
war, wounded and sick. armed 
forces, and civilians in time of 
war, Costa Rica, Ethiopia, 407 
Viet-Nam. See under Viet-Nam 
Pritzlaff, John C., Jr., 80 
Proclamations by the President, United 
Nations Day, 1969, (3924), 217 
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Project Helios, 214 
Public Law 480, 339 
Publications: 

Congressional documents relating to 
foreign policy, lists, 75, 219, 
251, 424, 636 

Obscene publications, agreement 
(1910) re repression of circula- 
tion, Mauritius, 311 

Official publications and govern- 
ment documents, convention 
(1958) re exchange of, Ger- 
many, 575 

State Department: 

For Free Men in a Free World— 
A Survey of Human Rights in 
the United States, released, 408 

Foreign Relations of the United 
States (Franklin), 247 

Foreign Relations of the United 
States: Diplomatic Papers, 
1945, Volume VII, The Far 
East: China, released, 256 

Foreign Relations of the United 
States: Diplomatic Papers, 
1945, Volume VIII, The Near 
East and Africa, released, 19 

Foreign Relations of the United 
States, 1945, Volume VI, The 
British ‘Commonwealth; The 
Far East, released, 104 

Foreign Relations of the United 
States, 1946, Volume V, The 
British Commonwealth; West- 
ern and Central Europe, re- 
leased, 60 

Foreign Relations of the United 
States, 1946, Volume VI, East- 
ern Europe; The Soviet Union, 
released, 388 

Foreign Relations of the United 
States, 1946, Volume VII, The 
Near East and Africa, released, 
644 

NATO and the Defense of Eu- 
ro pe, released, 344 

Recent releases, lists, 19, 40, 104, 
199, 256, 296, 344, 364, 388, 


408, 436, 575, 644 
Treaties and Other International 
Agreements of the United 


States of America 1776-1949, 
second volume released, 19 
Trust Territory of the Pacific 
Islands, 223n 
U.N. documents, lists, 59, 78, 255, 
295, 429, 491 


R 
Rabi, I. I., 352 


Racial discrimination (see also Civil 
rights, Human rights, South 
Africa and Southern Rhodesia) : 

Apartheid: Hauser, 471; Schultz, 
453; Yost, 252, 489 
Lusaka Manifesto of East and 
Central African States, cited, 56 
International convention (1965) on 
elimination of: Austria, Mon- 
golia (with reservation) , 311 

Radio: 

Broadcasting in standard band, bi- 
lateral agreement with Mexico, 
18, 79 

Latin America (Rockefeller Re- 
port), 537, 538 
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Radio—Continued 

Licensed amateur radio operators, 
bilateral agreements reciprocal 
operation: France, 387; Guate- 
mala, 328; Sweden, 18 

Partial revision of radio regulations 
(1959), as amended, re mari- 
time mobile service, with an- 
nexes and final protocol: Aus- 
tralia, 387; Germany, 575; In- 
dia, 40; Pakistan, 387; Para- 
guay, 312; South Africa, 387; 
U.K., 104 

Radio telephone operation, conven- 


tion (1969) with Canada, 574, 
575 


Receiving station on Norfolk Island, 
agreement with Australia, 199 
Ramey, James T., 331 
Randers, Gunnar, 352 
Red Cross, International. See Biafra, 
Nigeria, and Viet-Nam: Prisoners 
of war 
Refugees: 

Status of (1967), protocol: Canada, 
60; Germany, 575; Zambia, 464 

Works of stateless persons and refu- 
gees, protocol annexed to uni- 
versal copyright convention 
(1952), Australia, 407 

Viet-Nam. See Viet-Nam 

Regional cooperation and develop- 
ment: 

Asia. See Asia 

Latin America. See Latin America 

U.S. aid programs FY 1970 (Rog- 
ers), 83 

Replogle, Luther I., 80 

Revue de la Société d’Etudes et d’Ex- 
pansion (Belgium), 359 

Rice, Walter L., 200 

Richardson, Elliot L.: 

Addresses and statements, 27, 49, 72, 
94, 257, 408c, 584 

India, U.S. delegate for bilateral 
talks, 403 

National Security Council, Under 
Secretaries Committee chair- 
man, 92 

NATO Brussels meeting, U.S. Rep- 
resentative, 

TV interview, transcript, 49 

Richardson, John, Jr., 80 
Rimestad, Idar, 344 
Rives, Lloyd M., 115 
Road traffic: 

Convention (1949) with annexes 
and protocol, Albania (with 
reservation ), 492 

Customs convention (1954) re tem- 
porary importation of private 
road vehicles, Mauritius, 311 

Customs facilities for touring, con- 
vention (1957), Mauritius, 363 

Robert Moses—Robert Saunders Power 
Dam (Nixon), 68 

Roberts, Chalmers, 43, 202, 390 

Rockefeller, Nelson A., 

Latin American visit: Meyer, 23, 
631; Nixon, 22, 303; Rogers, 
203 

Advisers: 496; list, 498 
Demonstrations during, 497 
Preparation for, 495 
Report on (Nixon), 493 
Preamble, 499 
Text and recommendations, 501 


Rogers, William P. (Nixon), 67 
Addresses, remarks, and statements: 
Apollo 11, 42, 121, 178, 185, 195 
Arab-Israeli conflict, 41, 45, 350 
Asia, 43, 121 
U.S. relations and role, 41, 83, 
118, 180, 181, 182, 183, 186, 
580, 625 
Atlantic Treaty Association, 15th 
annual meeting, 400 
Cambodia, 41, 203 
Chemical and biological warfare, 
U.S.—Soviet talks, 393 
China, Communist, 207, 391 
U.S. relations and efforts to im- 
178, 180, 181, 183, 
2 


China, Republic of, 84, 177, 179, 
180, 181, 184, 185, 186, 595 

Collective security, 545, 625 

Czechoslovakia, 203, 394 


East-West relations, 42, 44, 50, 
64, 393 

Environmental problems and con- 
trol, NATO role, 624 


Europe, 545, 622 

Foreign aid appropriations re- 
quests FY 1970, 81, 83, 116, 
593 


Foreign policy, 577 

Germany, 623 

International Development Asso- 
ciation, 82 

Investment of private capital 
abroad, 81, 117 

Japan, 121, 179, 186, 195 

Laos, 44, 46, 83, 203, 206, 580 

Latin America, 83, 203, 594 

Less developed countries, 81, 116 

Military assistance appropriations 
request FY 1970, 84, 118, 595 

MIRV tests, 204, 389, 391, 393 

NATO, 400, 545, 622, 626 
SALT talks, 389, 392 

Near and Middle East, 
naval activity, 205 

Nigerian civil war, U.S. and other 
relief efforts, 48, 51, 206, 280, 
469 


Soviet 


Nuclear nonproliferation treaty, 
393, 466, 545, 623 

U.S. ratification, 544, 623 

Okinawa, 184, 186 

Pearson Commission, 82, 593 

Population growth, 81, 117 

Romania, visit of President Nixon, 
42, 206, 207 

SALT talks, 41, 44, 64, 202, 204, 
207, 350, 389, 390, 393, 465, 
582, 623 

Seabed, limitation of nuclear 
weapons, 366, 466, 623 

SEATO, 180, 284 

Secretary of State, work of, 577 

Sino-Soviet relations, 179, 181, 
349 

Soviet Union, U.S. relations, 42, 
64, 181, 393, 465 

Term of Office, 348, 583 

Thailand, 205, 208 

Two-China policy, question of, 
207 

U.N. agencies, U.S. support, 83 

U.S.-Japan Joint Committee on 
Trade and Economic Affairs, 
seventh meeting, 121 
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Rogers, William P.—Continued 
Addresses, remarks, and statements 
—Continued 
U.S._Japan space 
agreement, 195 
U.S. military commitments, 580 
U.S. plane hijacked to Syria, 245 
Viet-Nam (for details, see Viet- 


am) : 

Casualties, 46, 47, 345 

Ceasefire, ‘proposed, 46, 349 

Coalition government, question 
of, 348 

Communist activity, level of, 
47, 178, 201, 347, 579 

Deescalation, 45, 177, 201, 345, 
347, 395, 578 

Elections, internationally super- 
vised, 48, 395 

Lodge consultations with Presi- 
dent Nixon, question of sig- 
nificance, 206, 349 

Military aid from other coun- 
_ question of withdrawal, 
1 


cooperation 


Mutual troop withdrawal, pro- 
posed, 179, 395 

~— peace talks, 43, 345, 395, 
579 


Peace prospects and U.S. goal, 
46, 203, 345, 349, 394 

Political future, 46 

Self-determination, 46, 
181, 182, 346, 395 

Soviet role, question of, 46 

U.S. deescalation, question of 
effect on SALT talks, 394 

U.S. policy and commitments, 
179, 181, 182, 202, 204, 346, 
395, 578 

U.S. public opinion, 43, 345, 
349, 395, 581 

U.S. troop reductions, con- 
ditions, 44, 47, 177, 201, 203, 


179, 


346, 546, 579 
ANZUS council, U.S. Representa- 
tive, 186 


NATO ministerial meeting, head of 
U.S. delegation, 625 
News conferences, transcripts, 41, 
177, 184, 201, 389 
TV and radio interviews, 
scripts, 345, 577 
U.S.—Canadian Economic Commit- 
tee, delegate, 38 
U.S.-Japan Joint Committee on 
Trade and Economic Affairs, 
delegate, 124 
Visits to: 
Asia and the Pacific, 177, 178, 
181, 185 
Europe, itinerary, 625 
Rohal-IIkiv, Ivan, 379 
Romania: 
Czechoslovakia, position on (Rich- 
ardson), 28 
Treaties, agreements, etc., 18, 199 
US. Ambassador (Meeker), con- 
firmation, 120 
U.S. ~Romania libraries agreement, 
signature, 196 
Visit of Dr. DuBridge, 339 
Visit of President Nixon: 49; 
Ceausescu, 167, 169, 173, 174; 
Nixon, 168, 171, 172, 173, 176; 


tran- 
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Romania—Continued 
Visit of President Nixon—Con. 
Richardson, 50; Rogers, 42, 44, 
206, 207 

Root, John F., 464 

Ross, Claude G., 364 

Rush, Kenneth, 80 

Rwanda, Ambassador to U.S., creden- 
tials, 

Ryan, Hewson A., 364 

Ryukyu Islands, administration: 557; 
Johnson, 401 


S 


Safeguard ABM system (Nixon), 5 
Safety of life at sea: 
Collisions at sea, international reg- 


ulations (1960) for prevent- 
ing: Lebanon, 387; Maldive 
Islands, 255 
International convention (1960), 
Southern Yemen, 79 
Amendments (1966): Denmark, 


236; Germany, 120; Southern 
Yemen, 79 
Amendments (1967): Canada, 
79; Kuwait, 120; Norway, 643; 
Southern Yemen, 79; U.K., 
643 
Amendments (1968): Malagasy 
Republic, Philippines, 387 
St. Christopher-Nevis-Anguilla, U.S. 
Special Representative (Dono- 
van), designation, 295 
St. Lawrence Seaway, 19th anniver- 
sary: 38; Nixon, 67, 70; Rocke- 
feller, 67; Trudeau, 68, 69 
St. Lucia, U.S. Special Representa- 
tive (Donovan), designation, 295 
Salisbury, Harrison, 578 
SALT talks. See Strategic arms limi- 
tations talks 
Samuels, Nathaniel, 38, 92, 261, 569 
Satellites (see also Communications 
and Outer space), earth resource 
survey satellites (Nixon), 301 
Sato, Eisaku, 551, 553, 555 
Saudi Arabia, international civil avia- 
tion agreement (1944), protocol 
on authentic trilingual text, 18 
Sayre, Robert N., 312 
Scali, John, 1, 390 
Schaufele, William E., Jr., 328 
Schmidt, Adolph W., 80 
Schultz, George P., 452 
Science and technology: DePalma, 
337, 376; Moynihan, 417; Nixon, 
413; Rockefeller Report, 529; 
Seaborg, 332; Yost, 377, 488 
Cooperation and exchange agree- 
ment with Afghanistan, 79 
European visit of Dr. DuBridge, 338 
International cooperation, review 
(Astin), 32 
Latin America (Rockefeller Re- 
port), 503 
NATO Science Committee, 
meeting, 352 
U.S.—France talks continued, 590 
Scientific, cultural, and educational 
materials, importation agreement 
(1950): Mauritius, 327; Singa- 
pore, 198 
Scranton, William W., 93 


first 


Seaborg, Glenn T., 329, 331 
Security Council, UN. (DePalma), 
336 


Arab-Israeli conflict, role (Yost), 
6, 77, 272, 274, 307 

Documents, lists of, 59, 255, 491 
Resolutions: 

Jerusalem, status, 78 

Jerusalem mosque fire, 308 

Namibia (South West Africa), 

254 


Resolutions, draft: 
Associate membership, 271 
Israeli air attacks on Lebanon 
condemned, 274 
Southern Rhodesia, 58 
South Africa, sanctions against, U.S. 
position (Yost), 252 
U.N. Command in Korea, text of 
report, 607 
Self-determination: 


Asia: Nixon, 154, 158, 164; Park, 
241 

Latin America (Rockefeller Re- 
port), 508 


Portuguese territories (Finger), 641 
Southern Rhodesia (Phillips), 458 
Trust Territory of the Pacific (Phil- 
lips), 222, 232 
Viet-Nam. See under Viet-Nam 
Semple, Robert B., 2, 618 
Sharp, Mitchell, 38 
Sherman, George, 46 
Ships and shipping: 
Treaties ; agreements, etc. : 

ILO convention (no. 53) re mini- 
mum requirement of profes- 
sional capacity for masters and 
officers on board merchant 
ships, Israel, 407 

ILO convention (no. 58) fixing 
minimum age of children for 


employment at sea (1936), 
Southern Yemen, 198 
International maritime _ traffic, 


convention (1965) on facilita- 
tion of, with annex, Poland, 295 
Load lines: 

International convention (1933) 
with final protecol and an- 
nexes, denunciation: Aus- 
tralia, Czechoslovakia, Fin- 
land, Germany, Korea, Ku- 
wait, Norway, South Africa, 
Turkey, U.A.R., 295; U.K., 


U.S., 198 
International convention 
(1966) on: Brazil, 343; 


Czechoslovakia, 79; Korea, 
198; Poland, Southern Ye- 
men, 79 
Tonnage measurement, interna- 
tional convention (1969) on: 
Argentina, Belgium, Brazil, Bul- 


garia, Canada, China, Den- 
mark, Finland, Germany, 
Ghana, Greece, Iceland, Indo- 
nesia, Ireland, Israel, Italy, 


Korea, Kuwait, Liberia, Nor- 
way, Pakistan, Philippines, Po- 
land, Portugal, Soviet Union, 


Switzerland, U.A.R., U.K., 
U.S., Venezuela, Yugoslavia, 
407 
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Ships and shipping—Continued 
Treaties ; agreements, etc.—Con. 
U.S. vessels, bilateral agreements: 
Brazil, 387; China, 79; Japan, 
60; Malta, 79; Spain, 18, 236; 
Thailand, 296; Turkey, 296, 
464 
U.S. freighters, rates (Rockefeller 
Report), 522, 524 
Shumate, Jack B., 635 
Sierra Leone, Ambassador to U.S., cre- 
dentials, 352 
Singapore: Nixon, 144, 412; Rogers, 


Educational, scientific, and cultural 
materials, agreement (1950) re 
importation, 198 
. armed forces, 
(ANZUS), 187 

U.S. Ambassador (Cross), confirma- 
tion, 312 

Sino-Soviet relations: Richardson, 28, 
260; Rogers, 179, 181, 349 

SALT talks, effect on (Rogers) , 204, 

582 


withdrawal 


Siracusa, Ernest V., 492 
Slavery and slave trade: 
Convention (1926) on, Mauritius, 
328 
Supplementary convention (1956) 
and white slave traffic conven- 
tion (1904) as amended, Mau- 
ritius, 312 
Smith, Adam (Rockefeller Report), 
528 


2 
Smith, Gerard C.: 66, 543; Nixon, 65; 
Rogers, 390 
Smith, Hedrick L., 45 
Smith, Ian (quoted), 55 
Smith, Merriman, 617 
Smith, Robert S., 616 
Smyth, Henry DeWolf, 331 
Sosa-Rodriguez, Julio, 352 
South Africa: 
Human rights (Hauser), 471 
Lusaka Manifesto of East and 
Central African States, cited, 
56 
Namibia, administration of: Finger, 
641; Phillips, 458; Yost, 252 
— agreements, etc., 295, 363, 
38 


U.N. economic sanctions, proposed: 

58; Yost, 58, 253 
South Pacific Commission: 

Agreement establishing, Nauru, 236 

U.S. Commissioner (Taylor), ap- 
pointment, 421 

Southeast Asia Treaty Organization: 
Nixon, 153; Rogers, 180, 207, 284 
15th anniversary (Rogers), 284 
Southeast Asian Economic Ministers 
Conference (Green), 447 
Southern Rhodesia: 

Racial _— discrimination: Ahidjo 
(quoted), 458; Newsom, 422; 
Phillips, 458 ; Yost, 55 

Referendum: 54; Yost, 55, 57 

Southern Yemen: 
—, agreements, etc., 79, 198, 
+ 

U.S. diplomatic relations termi- 

nated, 420 
Souvanna Phouma (Nixon), 620 
Soviet Union: 

Arab-Israeli conflict. See Arab— 

Israeli conflict 
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Soviet Union—Continued 
Armament capability (see 
SALT talks): Rogers, 465 
Asian collective security proposals 
(Rogers), 43, 179, 181 
Chemical and biological warfare 
talks with U.S. (Rogers), 393 


also 


Cuba, relations (Rockefeller Re- 
port), 506 

East-West relations, position on 
(Rogers), 64 

Economic problems (Richardson), 
259, 586 


Europe, question of goals (Rogers), 

624 

Foreign information programs 
(Rockefeller Report), 538 

Foreign Relations of the United 
States, 1946, Volume VI, 
Eastern Europe; The Soviet 
Union, released, 388 

a test ban: Nixon, 5; Rogers, 
04 

Near and Middle East, naval ac- 
tivity in (Rogers), 205 

Nuclear explosions, transmittal of 
information on to IAEA (Buf- 


fum), 640 
Nuclear nonproliferation treaty, 
ratification: Buffum, 637; 


Rogers, 393, 623; Yost, 602 
Plots of land in Moscow and Wash- 
ington, reciprocal allocation for 
use free of charge, agreement 
amending agreement re, 328, 
643 
SALT talks. See Strategic arms lim- 
itation talks 
Seabed, draft treaty for limitation of 
arms on. See under Nuclear 
weapons 
Treaties, agreements, etc., 40, 328, 
407, 574, 616, 643 
US. bilateral talks (Rogers), 47, 51 
U.S. relations and efforts to im- 
prove: Nixon, 112, 300; Rich- 
ardson, 27, 50, 260, 584; 
Rogers, 64, 181, 393, 585 
Czechoslovakia invasion, effect on 
(Rogers), 394 
Nixon visit to Romania, question 
of effect (Rogers), 42 
Viet-Nam, role in peace negotia- 
tions: Nixon, 439; Rogers, 46, 
203 
Visit of President Nixon, question of 
(Rogers), 42 
Spain: 
Extradition treaty negotiations with 
U.S. begun, 558 
Mutual defense agreement with U.S. 
extended, announcement and 
text of notes, 15 
Treaties, agreements, etc., 18, 60, 
79, 236, 387, 407 
Spiers, Ronald, 304 
Spivak, Lawrence E., 345 
Sputnik (Richardson), 73 
Stans, Maurice H., 38, 124, 338 
State Department: 
Appointments and designations, 60, 
200, 328, 344, 364, 436, 464, 
576, 616 
Assistant Secretaries of State, con- 
firmation: Meyer, 344; New- 
som, Richardson, Trezise, 80 


State Department—Continued 
Bureau of Politico-Military Affairs, 
establishment, 304 
Foreign policy, role in (Rockefeller 
Report), 509 
Inter-American Affairs, rank of sec- 
retary for (Nixon), 413 
Legal Adviser (Stevenson), 
firmation, 80 
Office of Press Relations, establish- 
ment, 103 
Planning and Coordination Staff, es- 
tablishment, 74 
Publications. See Publications 
Secretary of State, work of 
(Rogers), 577 
Staffing (Rogers), 203 
Stateless persons, works of, protocol 
annexed to universal copyright 
convention (1952), Australia, 407 
Stavropoulos, Constantin, 218 
Stevenson, Adlai (quoted), 489 
Stevenson, John R., 54, 80, 191, 378 
Strategic arms limitations talks: 557; 
DePalma, 338, 390; NAC, 627; 
Nixon, 65, 172, 300, 313, 543, 
618; Richardson, 259, 
Rogers, 41, 64, 202, 204, 389, 
393, 623; Yost, 601 
Background (Rogers) , 465 
MIRV tests, effect: Nixon, 2; 
Rogers, 582 
Presidential visit to Romania, ques- 
tion of effect: Richardson, 50; 


con- 


Rogers, 44 

Sino-Soviet relations, effect of 
(Rogers), 204, 207, 350, 391, 
582 


Soviet delegation (Rogers), 392 
U.S. delegation: 66; Rogers, 390 
Viet-Nam deescalation, effect 
(Rogers), 394 
Stratton, Richard A., 282 
Suharto, President, 146, 148, 151 
Sullivan, William H., 596 
Swan Islands, Honduras—U.S. 
eignty negotiations, 550 


sover- 


Swaziland, treaties, agreements, etc., 
18, 328, 575 
Sweden: 
Apollo 11 project, cooperation 
(Paine), 309 
Treaties, agreements, etc., 18, 120, 
198, 575 
Switzerland: 
Nuclear nonproliferation treaty, 


signature (Buffum), 637 
Treaties, agreements, etc., 407, 574, 
575, 616 
Symington, J. Fife, Jr., 80 
Syria: 
Rescue and return of astronauts 
treaty (1968), ratification, 387 
U.S. plane hijacked to (Rogers), 
245 


T 


Taiwan (see also China, Republic of) ; 
economic progress: Nixon, 144, 
412; Rogers, 181, 182 

Takahashi, Shukaro, 338 

Tanzania: 

International civil aviation conven- 
tion (1944), protocol on au- 
thentic trilingual text, signa- 
ture, 255 
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Tanzania—Continued 
U.S. Ambassador (Ross), confirma- 
tion, 364 
Tape, Gerald, 338 
Tariff policy, U.S. (see also Tariffs and 
trade, general agreement on; and 
Trade) : 

Latin America (Rockefeller Re- 
port), 520, 532 

Presidential authority for reductions, 
need for: Gilbert, 565; Nixon, 
560; Samuels, 570 

Protectionism, effect: 122; Meyer, 
632; Nixon, 559; Rockefeller 
Report, 528; Samuels, 569 

Tariff schedules, investigation of 
effects of certain items re- 
quested: 339; Gilbert, 568 

Tariffs and trade, general agreement 
on: 

Agreements, exchange of notes, 
procés-verbal, and protocols: 

Accessions to, current actions on: 
Tunisia, provisional accession, 
5th procés-verbal: Austria, 
Sweden, U.S., 575 
U.A.R., provisional accession, 
4th procés-verbal: Austria, 
Sweden, 575 
Schedules: 
Changes, certification of, Ist, 
entry into force, 199 
Rectifications and modifica- 
tions, Ist, 2nd, and 3rd, cer- 
tification of, entry into force, 
198 

Kennedy Round: 38, 39; Samuels, 
569 

U.S. participation, funding: Gilbert, 
565; Nixon, 560, 563 

Taxation: 

Double taxation, conventions and 
agreements for avoidance of 
(Nixon), 386 

Netherlands, 104 
Private investment abroad, effect on 
(Rockefeller Report), 525 
Taylor, Harold (quoted), 73 
Taylor, William B. III, 421 
Technical assistance: Meyer, 25; 
-_ (quoted), 25; Rogers, 81, 
11 


Technology. See Science and _ tech- 
nology 
Telecommunications (see also Radio) : 
Instructional TV, India—U.S. agree- 
ment, 334 
International telecommunication 
convention (1965), with an- 
nexes: Bulgaria, 312; Byelo- 
russian S§.S.R., 103; Ecuador, 
575; Iraq, 312; Malta, 40; 
Mauritania, 387; Mauritius, 
236; Monaco, 40; Nauru, 60; 
Soviet Union, 40; U.A.R., 575; 
Ukranian S.S.R., 312 
Teller, Edward (quoted), 73 
Territorial sea and the contiguous 
zone, convention (1958) _ on, 
Kenya, 79 
Thacher, Peter S., 340 
Thailand (see also Southeast Asia 
Treaty Organization) : 
Ambassador to U.S., credentials, 379 
Economic development: Nixon, 412; 
Rogers, 179, 186 
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Thailand—Continued 
Military aid to Viet-Nam (Nixon), 
619 
U.S. aid (Rogers), 83 
U.S. armed forces: 
Contingency plan (Rogers), 205, 
208 


Reduction, 33, 245 
U.S.S. Hemminger, agreement re 
loan of, 296 
Visit of President Nixon: 49; Kul- 
kanthorn, 152; Nixon, 153, 154 
Thanat Khoman, 218 
Thay Sok: 43, 115, 261; Rogers, 41 
Theis, J. William, 314, 618 
Thieu, Nguyen Van: 53 (quoted), 
141, 156; Nixon, 155 
Thompson, Llewellyn: 66; Rogers, 390 
Thompson, Theos J., 331 
Tibbetts, Margaret Joy, 60 
Todman, Terence A., 80 
Toscano, Mario (quoted), 247 
Touring and tourism: 
Canada tourist allowances, 39 
Customs facilities for touring, con- 
vention (1957), Mauritius, 363 
St. Lawrence Seaway (Trudeau), 69 
Trust Territory of the Pacific (John- 
ston), 225 
Trade (see also Agricultural sur- 
pluses; Economic policy and rela- 
tions, U.S.; European Economic 
Community; Exports; Imports; 
Tariff policy, U.S.; Tariffs and 
trade, general agreement on; and 
name of commodity): 
East-West trade (Rogers), 44 
Latin America. See Latin America 
Less developed countries. See Less 
developed countries 
Liberalization and expansion, need 
for: 214; Gilbert, 565; Nixon, 
559; Samuels, 569 
Transit trade of land-locked states, 
convention (1965): Lesotho, 
Swaziland, 18 


Canada: 
Automotive trade agreement 
talks held, 591 
Joint Committee on Trade and 
Economic Affairs, 12th meet- 
ing, text of communique, 38 
Commission on World Trade, pro- 
posed: Gilbert, 565; Nixon, 
563 ; Samuels, 570 
Communist China, U.S. policy: 
ANZUS, 187; Rogers, 183, 184, 
185, 186 
Hungarian—U.S. trade talks, 214 
Japan: 379, 557; Jolinson, 401— 
402 


Joint Committee on Trade and 
Economic Affairs, 7th meet- 
ing: Rogers, 121; Text of 
communique, 122 

Shipping rates (Rockefeller Re- 

port), 522 

Trade Act of 1969: Gilbert, 564; 
Nixon, 559; Samuels, 569 
Trademarks, registration, international 
classification of goods and services, 
Nice agreement (1957, as re- 
vised ), Israel, 328 
Train, Russell E., 124 


Transit trade of land-locked states, 
convention (1965) on: Lesotho, 
Swaziland, 18 

Transportation: 

Trust Territory of the Pacific: John- 
ston, 223; Nimwes, 230 

U.S.—-France scientific cooperation 
talks continued, 590 

U.S.—Japan Panel on Transportation 
Research, proposed, 124 

Traore, Seydon, 379 

Travel: 

Communist China, Cuba, North 
Korea, and North Viet-Nam, 
U.S. restrictions extended, 362 

Communist China, U.S. restrictions 
eased: ANZUS, 187; Rogers, 
183, 185, 186 

Treaties, agreements, etc., 18, 40, 59, 
79, 103, 119, 138, 198, 236, 255, 
276, 295, 311, 327, 343, 363, 387, 
407, 435, 464, 492, 574, 616, 643 

Treaties and Other International 
Agreements of the United States 
of America 1776-1949, released, 
19 


Trezise, Philip H., 80, 379, 592 


Trinidad and Tobago: 
Treaties, agreements, etc., 199, 435 
U.S. Ambassador (Symington), 


confirmation, 80 
Trudeau, Pierre Elliott, 67, 68, 69 
Trueheart, William C., 328 
Trust Territory of the Pacific: 
Economic, social and political devel- 
opment: Borja, 228, 229; John- 
ston, 224, 227, 233; Nimwes, 
230; Phillips, 220 
Self-determination: 229; 
Phillips, 222, 232 
U.S. status commission, proposed 
(Phillips) , 222 
War claims: Johnston, 223; Phillips, 
221 


Borja, 


Trust Territory of the Pacific Islands, 
223n 
Tschirley, Fred H., 635 


Tunisia: 
Treaties, agreements, etc., 103, 120 
U.S. Ambassador (Calhoun), con- 
firmation, 80 
Turkey: 
Treaties, agreements, etc., 18, 199, 
295, 296, 327, 464, 492 
U.S. aid (Rogers), 83, 84, 594, 595 
Turner, William C., 590 


U 


U Thant (quoted), 450, 475, 485, 596 

Udui, Kaleb (Phillips), 221 

Ukrainian Soviet Socialist Republic, 
international telecommunication 
convention (1965), with annexes, 
ratification, 312 

UNCURK (United Nations Commis- 
sion for the Unification and Re- 
habilitation of Korea), report to 
Security Council: text, 607; Yost, 
606 

UNESCO. See Economic and Social 
Council, U.N. 

UNICEF (United Nations Children’s 
Fund): Black, 642 

United Arab Republic, treaties, agree- 
a. etc., 295, 312, 363, 407, 
575 
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United Kingdom: 
Arab-Israeli conflict four-power 
talks. See Arab—Israeli conflict 
—— of payments (Kennedy), 


EEC membership, question of: Gil- 
bert, 567; Samuels, 571 

Extradition treaty negotiations with 
U.S., 592 

Foreign Relations of the United 
States, 1945, Volume VI, The 
British Commonwealth: The 
Far East, released, 104 

Foreign Relations of the United 
States, 1946, Volume V, The 
British Commonwealth; West- 
ern and Central Europe, re- 
leased, 60 

Malaysia and Singapore, withdrawal 
of armed forces from (AN- 
ZUS), 187 

Southern Rhodesia (Newsom), 422 

Treaties, agreements, etc., 79, 104, 
198, 363, 388, 407, 574, 616, 
43 


6 

Visit of Dr. DuBridge, 339 

Visit of President Nixon: 
174; Wilson, 174 

United Nations: 

Accomplishments and role: Black, 
380; DePalma, 336, 374; John- 
son, 191; Yost, 449 

Aircraft hijackings, role in preven- 
tion: DePalma, 338; Nixon, 
300 

Documents, lists of, 59, 78, 255, 
295, 429 


Headquarters, 2nd supplemental 
agreement, entry into force, 276 
Membership: 

Associate membership, proposed: 
Buffum, 272; DePalma, 337, 
374; Yost, 268, 271 

Communist China, question of: 
479; Rogers, 184; Whalley, 
476 

Criteria for, meeting requested 
(Buffum), 119 

1970 budget (Fascell) , 454 

Seabed arms limitations draft treaty, 
proposed U.N. verification: 
Leonard, 427 

South Africa, economic sanctions 
proposed: 58; Yost, 58, 253 

25th anniversary: 490, 490n; Yost, 
485 


Nixon, 


U.S. Representative to European of- 
fice (Rimestad), confirmation, 
344 
Volunteer corps, proposed: Black, 
382; Nixon, 301, 325 
World youth congress, proposed: 
Black, 382; Yost, 450, 489 
United Nations Children’s Fund 
(Black), 642 
United Nations Commission for the 
Unification and Rehabilitation of 
Korea, report to Security Council: 
text, 607; Yost, 606 
United Nations Day, 1969 (Nixon), 
217 
United Nations Development Pro- 
gram: DePalma, 375; Rogers, 82 
United Nations Disarmament Commit- 
tee, Japanese accession to, 122 
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United Nations Population Com- 
mission, U.S. Representative 
(Draper), appointment, 484 

United Nations Relief and Works 
Agency for Palestine Refugees in 
the Near East (Rogers), 83 

United Nations Second Development 
Decade: Black, 382, 643; De- 
Palma, 376; Nixon, 301, 325; 
Schultz, 453; Yost, 487 

United Nations Truce Supervision Or- 
ganization (Yost), 273 

United Nations Trusteeship Council, 
U.S. Representative (Wright), 
confirmation, 576 

United States citizens and nationals, 
foreign military service, U.S. 
policy, 635 

United States Information Agency 
(Rockefeller Report), 538 

Universal Postal Union. See 
matters 

UNTSO (United Nations Truce Su- 
pervision Organization): Yost, 
273 

Upper Volta: 

Treaties, agreements, etc., 120, 363 
U.S. Ambassador (Schaufele), con- 
firmation, 328 

Urbanization and urban problems: 
590; Nixon, 107; (Rockefeller Re- 
port), 503, 526 

Uruguay, U.S. Ambassador (Adair), 
confirmation, 312 

U.S.S. Hornet, 49 


Postal 


V 


Vakill, Nader G., 635 
Van Lynden, Baron Rijnhard B., 379 
Venezuela: 
Ambassador to U.S., credentials, 352 
Treaties, agreements, etc., 60, 387, 
407, 492 
Viet-Nam, North: 
Ho Chi Minh, death of (Nixon), 
315 
Ho Chi Minh—Nixon exchange of 
letters: 439; Rogers, 579 
travel restrictions extended, 
363 
Viet-Nam, Republic of: 
Asia, importance to: Kennedy 
(quoted), 438; Nixon, 156 
Coalition government, question of: 
Lodge, 29, 189, 334, 370, 548; 
Rogers, 348; Walsh, 6 
Ceasefires, proposed: Habib, 621; 
Lodge, 31, 351, 588; Nixon, 3, 
302, 313, 438; Rogers, 45, 349 
Communist aggression and subver- 
sion: 

Infiltration levels: Lodge, 444; 
Nixon, 313, 315, 441, 620; 
Rogers, 47, 178, 345, 347 

Intensification: Lodge, 
Rogers, 579 

NVN forces, presence of: Habib, 
209; Lodge, 63, 114, 244, 316, 
351 

Provisional revolutionary govern- 
ment: Nixon, 2; Rogers, 395 

Soviet aid (Richardson), 587 


US. 


244; 


Viet-Nam, Republic of—Continued 
Communist aggression and subver- 
sion—Continued 
Terror tactics: Lodge, 190, 283, 
590; Nixon, 438 
Communist propaganda (Lodge), 
126, 189 
Communist responsibility for situa- 
tion: Lodge, 245; Nixon, 2, 61, 
298, 438; Rogers, 179 
Deescalation: Nixon, 617; Rogers, 
ce 45, 177, 201, 345, 347, 395, 
8 
U.S. efforts (Lodge), 244, 369 
Demilitarized zone (Lodge), 30, 
53, 190 
Economic development: 123; Nixon, 
15; Thieu, 157 
U.S. aid: Nixon, 617; Rogers, 83, 
118, 594 
Elections, proposed: 
International supervision: 
Communist position: 
114; Rogers, 48 
SVN proposal and U.S. sup- 
port: Habib, 621; Lodge, 63, 
91, 113, 188, 189, 334, 351, 
369, 546; Nixon, 2, 61, 302, 
313, 438; Rogers, 48, 348; 
Walsh, 6 
NLF participation, question of: 
Lodge, 125, 189, 334, 588; 
Nixon, 61, 155; Rogers, 179, 
395; Thieu, 157 
Korea, position (Park), 241 
Land reform program (Nixon), 155 
Midway meeting of President Nixon 
and President Thieu: Lodge, 
30, 53, 188; Nixon, 62; Rogers, 
43-44 
Military and other aid from other 
countries: 
Korea: 243; Nixon, 238, 239 
Reductions, question of: ANZUS, 
187; Nixon, 619; Rogers, 177 
Thailand (Nixon), 619 
Mutual troop withdrawal, proposed: 
Communist position: Lodge, 62, 
113, 125, 244, 334, 547, 549; 
Walsh, 6 
U.S. position: Habib, 208, 621; 
Lodge, 53, 63, 125, 188, 244, 
316, 334, 350, 369, 415, 546, 
947, 588; Nixon, 62, 302, 313; 
Rogers, 179, 395 
Lai _ incident: 
Rogers, 580 
Neutrality, U.S. position (Lodge), 


Lodge, 


My Nixon, 


617; 


124 
Pacification (national reconcilia- 
tion) : Lodge, 188, 546; Nixon, 
155 
Paris peace talks: 
Communist position: ANZUS, 
187; Ho Chi Minh, 443; 


Lodge, 29, 53, 189, 333, 546, 
5988; Rogers, 179; Walsh, 5 

Communist propaganda: Habib, 
209; Lodge, 189, 370, 468; 
Rogers, 46, 579 

Communist responsibility for lack 
of progress: ANZUS, 187; 
Lodge, 63, 113, 125, 189, 244, 
333, 370, 395, 414, 444, 468, 
547, 548, 549, 588; Nixon, 439 
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Viet-Nam, Republic of—Continued 
Paris peace talks—Continued 
Communist treatment of prisoners 
of war, effect (Senate Resolu- 
tion), 210 
National Liberation Front: 
Proposals: Lodge, 30, 113, 188, 
369; Nixon, 303; Richard- 
son, 50; Walsh, 7 
Status (Thieu, quoted), 53 
Prospects: Nixon, 1, 619; Rich- 
ardson, 49; Rogers, 43, 206, 
345, 578 
Restricted session, U.S. proposal 
(Lodge), 414 
SVN position and _ proposals: 
Lodge, 53, 91, 188, 369, 549, 
588; Walsh, 6 
SVN representation and role: 
Lodge, 30, 370, 548; Walsh, 6 
U.S. Delegate (Lodge), resigna- 
tion: 549; Lodge, 548, 550; 
Nixon, 550 
U.S. position and _ proposals: 
Habib, 621; Lodge, 31, 52, 
91, 114, 188, 303, 468, 549, 
588; Nixon, 64 (quoted), 
155, 313, 437, 438; Rogers, 
179, 395 
Communist position contrasted: 
Lodge, 29, 124, 350, 369; 
Walsh, 6 
U.S. public opinion, question of 
effect on (Rogers), 43, 395 
U.S. willingness to negotiate: 
Habib, 621; Lodge, 29, 62, 190, 
303, 333, 546, 548; Richardson, 
587; Rogers, 578 


Peace: 
Geneva accords as basis for 
(Lodge), 31 


Prospects (Rogers) , 345, 349 

U.S. goal: 122, 243; Lodge, 31, 
125; Nixon, 146, 155, 298, 313, 
373, 437, 443; Rogers, 394 

Peace negotiations: 

Private: Lodge, 370, 548; Nixon, 
439 

Soviet role, question of: Nixon, 
439; Rogers, 46, 203 

Political development and progress: 
Lodge, 588; Nixon, 155, 315 

Communist participation, pro- 
posed: Lodge, 63, 124; Rogers, 
348 

Political settlement, proposed. See 
Elections 
Prisoners of war: 

Communist treatment: Frishman 
(quoted), 282, 324, 473; 
Habib, 209, 621; Lodge, 30, 54, 
62, 245, 281, 317, 352, 369, 
370, 588; Richardson (quoted), 
597; Rogers, 179; Senate reso- 
lution, 209; U Thant (quoted), 
475 

Geneva conventions, violation of: 
Hauser, 472; Habib, 621; Mar- 
tin, 324; Lodge, 589-590; Sul- 


livan, 596 
ICRC position and efforts to re- 
lieve: Freymond (quoted), 


323, 474; Hauser, 473; Lodge, 
282; Martin, 323; Senate reso- 
lution, 474-475; Sullivan, 598 


Viet-Nam, Republic of—Continued 
Prisoners of war—Continued 
SVN and Communist positions 
compared: Freymond (quot- 
ed), 323; Hauser, 473; Lodge, 
281; Sullivan, 596 
World opinion (Sullivan), 599 
Release of sick and wounded, SVN 
proposal (Lodge), 546, 547 
Reunification: Lodge, 30, 124, 189, 
351, 588; Nixon, 155; Thieu, 
157 
Romania, position (Ceausescu), 170 
Self-determination: 243; ANZUS, 
187 ; Habib, 208 ; Lodge, 30, 46, 
63, 113, 124, 190, 244, 350, 
444, 546; Nixon, 61, 298, 303, 
314, 438; Richardson, 50; Rog- 
ers, 46, 179, 181, 182, 346, 395; 
Senate resolution, 468-469 
SVN armed forces, effectiveness: 
ANZUS, 187; Habib, 621; 
Lodge, 316, 351, 369, 547; 
Nixon, 155, 156, 440, 617, 619; 
Richardson, 586; Rogers, 203, 
394, 579; Thieum, 157 
SVN government: Lodge, 30, 549, 
589; Nixon, 3, 314; Rogers, 348 
Treaties, agreements, etc., 80, 199, 
236, 312, 435, 492 
U.S. casualties: Lodge, 444; Nixon, 
, 313, 441; Rogers, 46, 47, 
345, 578 


U.S. civilian personnel, reductions, 
U.S. involvement, review (Nixon), 


U.S. military forces, reductions: 
Lodge, 31, 126, 188, 190, 351, 
369, 468, 546, 547, 588; Nixon, 
62, 156, 298, 302, 313, 438, 
440, 620; Richardson, 49, 182, 
586; Rogers, 346, 579; Thieu, 
157 


Communist position and re- 
sponse: ANZUS, 187; Lodge, 
351; Nixon, 2, 299; Rogers, 201 

Conditions for: Lodge, 53, 188, 
244; Nixon, 441; Rogers, 44, 
47,177, 201, 203 

Itemized (Lodge), 316 

Timing: 469; Lodge, 316; Nixon, 

1, 618; Rogers, 347 
Precipitate withdrawal, conse- 
quences (Nixon), 438 
U.S. military intelligence (Rogers), 
47 


U.S. military operations: Lodge, 52, 
188, 369; Nixon, 1; Rogers, 
202, 346 

Arbitrary cutoff, question of: 
Nixon, 313; Rogers, 346 

U.S. objectives and policy (see also 
Paris peace talks: U.S. position 
and ___—s proposals) : Kennedy 
(quoted), 438; Lodge, 63, 124, 
125; Nixon, 3, 314, 371, 438; 
Rogers, 204, 258, 347, 394 

Change in administration, effect 
(Rogers), 578 

U.S. public opinion and morale: 
Kennedy, 355; Lodge, 370, 444, 
468, 547; Meyer, 102; Nixon, 
316, 371, 437, 441-442; Rog- 
ers, 43, 345, 581 


Viet-Nam, Republic of—Continued 
U.S. public opinion and morale— 


Continued 
Communist misinterpretation 
(Rogers), 43, 395 


Moratorium Day: Dicks, 372; 
Hauser, 472; Lodge, 444, 546; 
Rogers, 349, 394 

Visit of President Nixon (Nixon), 
155, 156 
World opinion (Nixon), 314 
Vitsaxis, Basil George, 550 
Vittini, Mario Read, 352 
Voice of America (Rockefeller Re- 
port), 537, 538 


WwW 


Wagner, Jean, 352 

Wald, George (quoted), 380 

Wallace, George (Richardson), 28 

Walsh, John Patrick, 328 

Walsh, Lawrence E., 5, 550 

Wang, Frank F. (Phillips), 286 

Ward, Barbara (quoted), 72 

Weather satellites. See Meteorological 
research 

Weintraub, Sidney, 464 

Westerfield, Samuel Z., Jr., 80 

Western Samoa, investment guaranty 
agreement with U.S., 

Whaling, ‘aternational convention 
(1946) and schedule of whaling 
regulations, Panama, 18 

Amendments to paragraphs 4(1) 
(a), 6(1) and 8(a), entry into 
force, 408 
Whalley, J. Irving, 304, 476, 610, 613 
Wheat: 38; Samuels, 570 
Wheat trade convention (1969): 
Austria, 60; France, 435; Leb- 
anon, 60; Luxembourg, 343; 
Venezuela, 60 

White slave traffic, agreement (1904) 
for suppression of, Mauritius, 312 

Wieczorowski, Robert A., 457 

Wilson, Harold, 141, 174 

Wilson, Woodrow (quoted), 442 

Women, political rights of: 

Convention (1953): Luxembourg, 
18; Mauritius (with reserva- 


tion), 328 
Latin America (Rockefeller Re- 
port), 503, 537 


Woods, George (Nixon), 493 
World and the American Teacher, 
The, cited, 73 
World Bank. See International Bank 
for Reconstruction and Develop- 
ment 
World Health Organization: Black, 
381; Nixon, 635; Rockefeller Re- 
port, 514, 534, 536 
U.S. Representative (Ehrlich), con- 
firmation, 491 
World Intellectual Property Organiza- 
tion, convention (1967) estab- 
lishing, Spain, 79 
World Meteorological Organization: 
Astin, 36; Phillips, 286 
Convention (1947), Mauritius, 103 
World order: Richardson, 27, 586; 
Rogers, 580, 625 
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World order—Continued 
U.N. role: Nixon, 300; U Thant 
(quoted), 450; Yost, 449, 487 
World peace: 555; NAC, 627; Nixon, 
66, 112, 161, 171, 260 (quoted), 
297, 302, 373, 414, 551, 553; 
Yost, 449 
World Weather Watch (Astin), 36 
Wright, Sam Harry, 576 


Y 


Yahya Khan, 162, 165 
Yamashina, Yoshimaro, 420 
Ylitalo, J. Raymond, 120 
Yoshino, Bunroku, 215 
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Yost, Charles W.: 


Addresses, statements, and corre- 
spondence: 


Arms control, 600 


International Symposium on Re- 
mote Sensing of the Environ- 
ment, 377 


Israeli air attacks on Lebanon, 
272, 274 

Jerusalem, 76, 77, 307 

Korea, U.N. Command report, 
transmittal, 606 

Namibia, 252 

Southern Rhodesia, 55, 57 

U.N., 268, 449, 485 


Yost, Charles W.—Continued 
U.N. Representative, confirmation, 


Youth: 


Latin America (Rockefeller Re- 
port), 504 


U.N. programs: Black, 381; Yost, 
450, 489 
Yugoslavia (Richardson), 28 
Treaties, agreements, etc., 407, 616 
Visit of Dr. DuBridge, 339 


Z 


Zambia, refugees, protocol re status 
of, accession, 464 
Ziegler, Ronald L. (Rogers), 544 
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